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TO  THE  MAYOR,  ALDERMEN  MD  COUNCILLORS 

OF  THE  BOROUGH  OF  LYMINGTON 

Ve 

I  submit  for  your  information  and  consideration  my  fifteenth 
annual  report  on  the  health  and  sanitary  circumstances  of  your  Borough. 

NATURAL  AND  SOCIAL  CONDITIONS 


The  Borough  has  been  in  existence  in  its  present  form  since 
1932  and  in  the  40  years  since  then  its  population  has  increased  from 
13»430  to  36,310  -  an  increase  of  133$>*  Unhappily  the  Borough  as  an 
independent  unit  is  shortly  to  lose  its  identity  and  merge,  or  is  it 
submerge,  in  the  New  Forest  R.D.  and  the  major  part  of  Ringwood  and 
Fordingbridge  R.D.  forming  an  administrative  unit  of  oon«  130,000  under 
local  government  reorganisation.  That  it  should  remain  within  Hampshire 
might  be  regarded  by  some  as  a  hollow  triumph.  Whatever  its  affiliations 
the  area  will  remain  one  of  great  charm  and  varied  interest  with  particular 
emphasis  on  the  development  of  yachting  facilities.  It  will  no  doubt 
continue  to  attract  people  on  retirement  and  to  make  a  heavy  demand  on  the 
medical  and  social  services.  Even  now  nearly  one  third  of  the  population 
is  in  the  pensionable  age  group  and  we  have  the  doubtful  distinction  of 
having  the  highest  proportion  of  persons  over  63  in  the  County. 


ENVIRONMENTAL  HEALTH 


Coinciding  with  local  government  reorganisation  is  reorganisation 
of  the  National  Health  Service.  Medical  officers  will  cease  to  be 
employed  by  local  authorities  and  the  medical  officer  of  health  will 
disappear  after  more  than  100  years.  Environmental  health  will,  however, 
remain  the  responsibility  of  local  authorities  and  it  is  essential  that 
health  should  continue  to  be  a  strong  priority  and  that  adequate  resources 
and  support  should  be  made  available.  There  is  a  danger  that  a  ’’silent 
service”,  only  evident  when  there  is  trouble,  yet  staffed  by  qualified 
public  health  experts  -  your  Public  Health  Inspectors,  will  be  relegated 
to  be  a  minor  department.  This  should  not  be  allowed  to  happen. 
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METEOROLOGICAL  DATA  1972 


The  following  figures  have  been  kindly  supplied  by  the 
Director  of  the  Efford  Experimental  Horticulture  Station. 


Sunshine 

Rainfall 

Sunshine 

Rainfall 

hours 

inches 

hours 

inches 

January 

43.3 

4.24 

July 

205.9 

1.72 

February 

43.3 

3-57 

August 

224.0 

0.82 

March 

168.2 

2.46 

September 

145.9 

0.77 

April 

172-9 

2.20 

October 

108.2 

1.05 

May 

160.6 

2.74 

November 

79.7 

4.08 

June 

183-3 

1.60 

December 

61.7 

4.15 

Total 

sunshine 

hours  .... 

1597.0 

In  1971  .... 

1806.5 

Total 

rainfall 

inches  .... 

29.40 

In  1971  .... 

24.92 

GENERAL  STATISTICS 

Area:  13,730  acres  3336  hectares 

Population:  Registrar  General's  estimate  for  mid  year  1972  -  36,310 
Number  of  inhabited  houses:  13,336 
Rateable  value:  April,  1972:  £1,990,693 

Sum  represented  by  one  new  pence:  £19,500 

VITiJj  STATISTICS  FOR  1972 
(as  supplied  by  the  Registrar  General) 


Borough 

England 

Total 

Male 

Female 

of 

and 

Lymington 

Wales 

Live  Births 

Total 

357 

188 

169 

Legitimate 

319 

162 

157 

Illegitimate 

38 

26 

12 

Live  Birth  Rate  (Area  comparability  factor  1.36) 

9.8 
13.3 
.90 


per  1,000  population 
Local  adjusted  rate 

Ratio  of  Local  adjusted  rate  to  National  Rate 


14.8 


1.00 


Illegitimate  Live  Births 

per  cent  of  total  live  births 


11  9 
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Still  Births 

Total 

Legitimate 

Illegitimate 

Still  Birth  Rate 


Borough  England 

Total  Male  Female  of  and 

Lymington  Wales 


4  13 

4  13 


per  1,000  live  and  still  births 


11  12 


Total  Live  and  Still  Births 


Infant  Deaths 


Deaths  under  1  year  of  age 

Total  7 
Legitimate  7 
Illegitimate 

Deaths  under  4  weeks  of  age 

Total  6 
Legitimate  6 
Illegitimate 


Deaths  under  1  week  of  age 

Total  3 
Legitimate  3 
Illegitimate 


6 

6 


6 

6 


5 

5 


361 


1 

1 


Infant  Mortality  Rate  (Deaths  under  1  year) 


Per 

1,000 

live 

births 

Total 

20 

17 

Per 

1,000 

live 

births 

Legitimate 

22 

17 

Per 

1,000 

live 

births 

Illegitimate 

- 

21 
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Total  Male  Female 


Borough 
of 

Lymington 

Neonatal  Mortality  Rate 

Deaths  under  4  weeks  per  1,000  live  births  17 

Early  Neonatal  Mortality  Rate 

Deaths  under  1  week  per  1,000  live  births  l4 

Perinatal  Mortality  Rate 

(Still  births  and  deaths  under  1  week  combined 
per  1,000  total  live  and  still  births)  25 

Maternal  Deaths  (including  abortion)  Nil 

Maternal  Mortality  Pate 

Per  1,000  (live  and  still)  births  Nil 

Total  Male  Female 

Deaths  558  277  28l 

Death  Rate  (comparability  factor  .55) 


Per  1,000  population  15.4 

Local  adjusted  rate  8-5 

Ratio  of  Local  adjusted  rate  to  National  Rate  -70 

Cause  of  Death:  Males 


B19(2)  Malignant  Neoplasm,  Oesophagus  1 

B19(3)  Malignant  Neoplasm,  Stomach  5 

B19(4)  Malignant  Neoplasm,  Intestine  1 

B19(6)  Malignant  Neoplasm,  Lung,  Bronchus  17 

B19(7)  Malignant  Neoplasm,  Breast 

B19(8)  Malignant  Neoplasm,  Uterus 

B19(9)  Malignant  Neoplasm,  Prostate  9 

B19(10)  Leukaemia  1 

B19(ll)  Other  Malignant  Neoplasms  20 


England 

and 

Wales 


12 


10 


22 


0.15 


12.1 


1.00 


Females 


2 

4 

12 

9 

13 

9 

1 

13 
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Males  Females 


B20 

Benign  and  Unspecified  Neoplasms 

2 

1 

B21 

Diabetes  Mellitus 

8 

3 

B46(l) 

Other  Endocrine  etc.  Diseases 

- 

2 

B46(3) 

Mental  Disorders 

1 

1 

B46(4) 

Multiple  Sclerosis 

1 

- 

B46(5) 

Other  Diseases  of  Nervous  System 

4 

3 

B26 

Chronic  Rheumatic  Heart  Disease 

2 

2 

B2? 

Hypertensive  Disease 

2 

6 

B28 

Ischaemic  Heart  Disease 

84 

73 

B29 

Other  Forms  of  Heart  Disease 

4 

13 

B30 

Cerebrovascular  Disease 

47 

36 

B46(6) 

Other  Diseases  of  Circulatory  System 

13 

14 

B31 

Influenza 

2 

- 

B32 

Pneumonia 

13 

27 

B33(l) 

Bronchitis  and  Emphysema 

12 

4 

B33(2) 

Asthma 

- 

1 

B46(7) 

Other  Diseases  of  Respiratory  System 

- 

3 

B34 

Peptic  Ulcer 

3 

2 

B33 

Appendicitis 

1 

- 

B36 

Intestinal  Obstruction  and  Hernia 

1 

2 

B37 

Cirrhosis  of  Liver 

- 

1 

B46(8) 

Other  Diseases  of  Digestive  System 

2 

3 

B38 

Nephritis  and  Nephrosis 

1 

3 

B39 

Hyperplasia  of  Prostate 

3 

- 

B46(9) 

Other  Diseases,  Genito-Urinary  System 

4 

4 

B46(10) 

Diseases  of  Skin,  Subcutaneous  Tissue 

1 

- 

B46(ll) 

Diseases  of  Musculo -Skeletal  System 

- 

6 

B42 

Congenital  Anomalies 

2 

1 

B44 

Other  Causes  of  Perinatal  Mortality 

4 

— 

B43 

Symptoms  and  Ill  Defined  Conditions 

— 

2 

BE47 

Motor  Vehicle  Accidents 

1 

— 

BE48 

All  Other  Accidents 

2 

3 

3E49 

Suicide  and  Self-Inflicted  Injuries 

2 

2 

BE30 

All  Other  External  Causes 

1 

— 

Total  (all  causes) 

277 

281 

Special 

Causes 

Borough 

of 

England 

and 

Death  Rate  per  1,000  population 

Tuberculosis 

Lymington 

Nil 

Wales 

0.03 

Cancer  (Lung  and  Bronchus) 

0.72 

0.65 

(/ill  Causes) 

3.11 

2.43 
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Year 

1932 

1937 

1942 

1947 

1932 

1957 

1962 

1967 

1969 

1970 

1971 

1972 


COMPARATIVE  VITAL  STATISTICS 


since  the  District  was  formed  in  1932 


Population 

LYMINGTON 

ENGLAND  AND  WALES 

I.M.R. 

B.  R. 

D.  Ro 

I.M.R. 

B.  Ro 

Do  Ro 

15,430 

23.7 

10.9 

11.2 

65.0 

15.3 

12.0 

17,660 

87.7 

12.9 

12.5 

58.0 

14.9 

12.4 

19,660 

41.3 

16.0 

14.3 

49.0 

15.8 

11.6 

21,490 

48.9 

19.0 

15.2 

41.0 

20.5 

12.0 

22,510 

41.5 

11.8 

14.5 

27.0 

15.3 

11.3 

24,700 

15.9 

12.3 

14.8 

23.0 

16.1 

11.5 

29,220 

17.8 

13.5 

15.1 

21.4 

18.0 

11.9 

32,580 

15.6 

11.8 

16.7 

18.3 

17.2 

11.2 

33,510 

11.0 

13.5 

16. 6 

18.0 

16.3 

11.7 

33,790 

36.0 

11.5 

17.5 

18.0 

16.0 

11.7 

35,830 

22.0 

11.3 

16.9 

18.0 

16.0 

11.6 

36,310 

20.0 

9.8 

i 

15.4 

17.0 

14.8 

12.1 

I.M.R. 

Infant  Mortality  Rate 

B.R. 

Birth  Rate 

Do  R. 

Death  Rate 
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POPULATION  PRIVATE  HOUSEHOLDS  1971 
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CENSUS  1971 


The  results  of  the  1971  Census  have  now  been  published  and 
make  a  fascinating  study.  The  three  volumes  covering  Hampshire 
extend  to  some  300  pages,  mostly  of  closely  packed  figures.  Even 
for  the  tables  which  concern  Lyraington  alone  it  is  not  possible 
to  give  more  than  brief  extracts.  There  have  been  ward  changes 
since  the  1961  Census  but  allowance  has  been  made  for  these  in 
the  comparative  figures.  Areas  formerly  given  in  acres  are  now 
expressed  in  hectares  (1  hectare  is  equivalent  to  2.471  acres). 

Between  1961  and  1971  the  population  increased  from  28,713 
to  33i733»  an  increase  of  7?020  -  24.4$.  Since  deaths  exceeded 
births  during  this  period  the  increase  was  entirely  by  immigration. 
Lymington  and  Christchurch  were  the  only  County  Districts  in 
Hampshire  to  show  an  excess  of  deaths  over  births  throughout  the 
period.  Bournemouth  showed  a  like  distinction. 

The  tables  show  that  in  1971  there  were  9 ,633  persons  over 
the  age  of  65  -  26.9 $  of  the  population,  the  highest  proportion 
in  Hampshire  -  comparing  as  it  does  with  12.5$  in  the  Administrative 
County,  23-5%  in  Christchurch,  25-3$  in  Bournemouth  and  12.4$  in 
the  aggregate  of  municipal  boroughs  and  urban  districts.  47-6$ 
of  our  population  was  over  the  age  of  50  compared  with  28.2$  in 
the  Administrative  County.  As  a  corollary  only  23.4$  was  under 
the  age  of  20,  compared  with  32.6$  in  the  County.  The  largest 
age  group  in  the  population  was  between  the  ages  of  65  and  70  - 
comprising  1393  rnen  and  1880  women.  There  were  210  persons  over 
90  -  45  men  and  165  women.  For  every  1,000  males  there  were  1211 
females  compared  with  1,000  males  to  1047  females  in  the  County. 

Among  unshared  permanent  dwellings  215  -  1.6$  had  no  hot 
water  supply,  53  -  0.4$  had  no  flush  toilet,  313  -  2.4$  had  an 
outside  toilet  only  and  233  -  1.8$  had  no  fixed  bath  or  shower; 
however  12,505  -  93%  Had  the  exclusive  use  of  hot  water,  a  fixed 
bath  and  an  inside  W.C.  330  families,  648  persons,  were  living 
in  caravans,  of  which  190  families  had  the  exclusive  use  of  hot 
water,  fixed  bath  and  inside  W.C. 
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NOTIFIABLE  DISEASE 


The  following  notifications  were  received  during  the  year: 


Infective  Hepatitis  . . 4 

Whooping  Cough  .  1 

Ophthalmia  Neonatorum  .  1 


Measles  .  107 

Food  Poisoning  .  24 


The  disappointingly  large  number  of  cases  of  measles  occurred 
almost  entirely  in  the  first  quarter  of  the  year  and  were  a  continuation 
of  the  1971  outbreak. 


The  food  poisoning  cases  resulted  from  a  coach  party  who  consumed 
pre-packed  food  and  where  time  and  temperature  factors  encouraged 
bacterial  growth.  The  food  concerned  was  chicken  and  the  infecting 
organism  salmonella  typhimurium. 


TUBERCULOSIS 


Number  on  Register  at  31-12.72 
New  Notifications  1972 
Transfers  from  other  areas 


Total 

Pulmonary 

Non-Pulmonary 

M 

F 

M 

F 

328 

134 

109 

48 

37 

2 

- 

2 

-  - 

2 

2 

- 

- 

LUNG  CANCER 


There  were  26  lung  cancer  deaths  in  the  Borough  this  year,  nine 
fewer  men  than  last  year  but  one  more  woman.  The  nine  female  deaths  from 
smokers  cancer  is  the  largest  total  yet  achieved  in  one  year  in  this  District. 
The  women  seem  to  be  seeking  sex  equality  with  a  certain  measure  of  success 
for  whereas  male  lung  cancer  deaths  have  increased  by  only  1%  in  the  past 
five  years  compared  with  the  previous  five,  female  deaths  have  increased 
by  39%  over  the  same  period.  The  total  of  deaths  over  the  ten  year  period 
is  276. 

The  national  death  rate  from  lung  cancer  continues  its  inexorable 
rise,  this  year  by  903  to  31*649  deaths,  and  there  was  an  increase  in 
the  sales  of  cigarettes  in  1972  of  6.5  per  cent.  The  cigarette  companies 
advertise,  almost  as  though  it  were  a  recommendation  for  their  particular 
brand  -  "Every  packet  carries  a  Government  Health  Warning".  How  they  must 
laugh  in  their  Boardrooms  -  these  purveyors  of  death  -  for  I  would  remind 
you  yet  again  of  the  Chief  Medical  Officer’s  statement  of  two  years  ago  - 
CIGARETTE  SMOKING  IS  THE  LARGEST  SINGLE  AVOIDABLE  CAUSE  OF  PREMATURE  DEATH 
IN  BRITAIN. 


NATIONAL  ASSISTANCE  ACT,  1948 

(Section  47) 


No  action  was  required  under  this  section. 
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HOUSING 


Completion  of  Corbins  Court  and  Marriatt  Court,  the  two 
Warden  Controlled  Schemes,  each  providing  3 2  units  of  accommodation, 
together  with  the  68  houses  in  Thornham  Road,  now  nearing  completion, 
has  been  a  welcome  addition  to  the  dwellings  available  for  letting. 

44  houses  on  the  North  Milton  Estate  are  also  nearing  completion. 

The  Area  Improvement  Scheme  for  Tithe  Barn  and  Shrubbs  Avenue 
is  now  ready  for  letting  out  to  contract.  This  undertaking  involves 
the  comprehensive  improvement  to  104  Council  owned  houses  and  bungalows. 

The  smaller  scheme  for  improvement  of  17  houses  in  the  Pound 
Road  area  is  now  out  to  contract  and  work  should  commence  by  the 
middle  of  next  year. 

Council  owned  property  31*12. 72 


Pre-war  permanent  dwellings  . 439 

Post  war  permanent  dwellings  . . 1343 

Warden  Schemes  . . 133 

Miscellaneous  .  6 


Total  .  2,143 


Numbers  on  Waiting  List 


(a)  Elderly  people  .  307 

(b)  General  . . .  68 1 

Total  .  988 


Numbers  Re-housed  during  year 


(a)  Elderly  people  . 129 

(b)  General  . 160 

Total  .  289 


Despite  the  rehousing  of  289  families  during  the  year,  the 
figure  of  988  families  on  the  waiting  list  indicates  an  increase 
of  87  families  over  the  previous  year.  It  will  be  apparent  from 
this  that  the  new  construction  programme  must  not  be  allowed  to 
fall  behind  in  spite  of  the  increasing  costs  of  acquiring  suitable 
areas  of  land  in  the  Borough. 


11 


Maintenance  of  houses  by  direct  labour  has  continued  and  is 
also  being  undertaken  on  behalf  of  the  New  Forest  and  Ringwood  and 
Fordingbridge  Rural  District  Councils  in  the  light  of  the  impending 
amalgamation  of  these  areas. 

PUBLIC  SWIMMING  BATHS 


The  public  swimming  bath  is  an  open  air  pool  440  ft.  by  140  ft. 
with  a  surface  area  just  under  1-J  acres.  The  bottom  is  gravel  and 
the  sides  concrete.  The  depth  varies  from  3  ft.  to  10  ft.  and  it  is 
estimated  to  hold  nearly  2  million  gallons  of  water.  The  pool  is 
filled  through  sluices  from  the  estuary  at  high  water.  The  salinity 
is  approximately  ^QP/o  of  sea  water.  Re-circulation  via  two  fountain 
inlets  is  at  a  rate  of  30,000  gallons  per  hour.  There  is  no  filtration 
but  the  re-circulated  water  is  chlorinated. 

The  pool  opened  on  Saturday,  13th  May  but  attendances  during 
May  and  June  were  low  owing  to  poor  weather  conditions.  Attendances 
were  good  during  July  and  August  but  dropped  off  again  in  September. 

Some  difficulties  were  experienced  with  the  chlorinator  and  on 
occasions  when  user  figures  reached  300  per  day  it  was  necessary  to 
keep  the  plant  running  all  night. 

Plans  are  being  considered  for  the  re -development  of  the  Baths 
and  for  rebuilding  the  pool  to  small  dimensions  with  full  filtration 
and  chlorination  treatment. 

The  Pool  Supervisor,  Mr.  B.  A.  Hodson,  comments  in  his  report 
"If  part  of  the  pool  was  covered  over,  the  attendance  would  be  higher 
and  it  could  also  be  used  in  the  winter  months". 

The  baths  were  emptied  only  once  during  the  season  when  a  plastic 
cup  was  lodged  under  the  foot  valve  of  the  pump. 

The  addition  of  soda  ash  to  maintain  alkalinity  was  continued 
and  some  130  kg  of  copper  sulphate  used  to  control  algal  growth. 

The  Pool  Supervisor  reports  that  137  distance  swimming  certificates 
were  awarded  during  the  year. 

Comment  has  been  made  that  there  is  greater  risk  of  pollution  due 
to  the  large  influx  of  boats  now  using  the  river.  Although  there  is 
no  bacteriological  evidence,  as  yet,  to  support  this  view,  no  doubt 
the  rapidity  of  ebb  and  flow  in  the  river  will  influence  this.  It  is 
possible  that  on  occasions  when  pumping  into  the  baths  takes  place,  a 
higher  bacterial  count  could  be  present.  It  is  essential,  therefore, 
that  an  efficient  and  reliable  filtration  and  chlorination  treatment 
plant  be  provided. 
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There  is  no  doubt  that,  in  the  vicinity  of  the  inlet  pipe, 
silting  has  become  more  pronounced  and  the  need  for  filtration 
much  more  urgent.  The  dangers  arising  from  opaque  water  conditions 
in  the  baths  are  self  evident  particularly  where  young  children 
bathers  are  concerned. 

Weekly  samples  of  baths  water  were  taken  between  May  and 
September:  40  samples  in  all.  One  sample  only  was  unsatisfactory. 
In  addition  the  Department  carried  out  49  tests  for  residual 
chlorine  and  the  same  number  for  pH. 

On  26  occasions  no  residual  chlorine  was  recorded  and  none 
exceeded  0.5  p.p.m.  which  is  not  very  satisfactory.  The  pH  varied 
between  7«7  and  8.2  which  is  satisfactory. 


GENERAL  PROVISIONS  OF  HEALTH  SERVICES  IN  THE  AREA 
(l)  Medical  Officer  of  Health 


D.  J.  N.  McNab,  V.R.D. ,M.B. ,Ch.B. ,D.P.H. 

(also  Medical  Officer  of  Health  of  Borough  of 
Christchurch  and  Rural  District  of  Ringwood 
and  Fordingbridge  and  a  Senior  Medical  Officer 
in  the  Health  Department  of  the  Hampshire  County 
Council). 

Chief  Public  Health  Inspector 

J.  G.  Jenkins,  F.R.S.H. ,M. A.P.H.I. ,M.R.I.P.H.H. 

Deputy  Chief  Public  Health  Inspector 

M.  G.  Tomkins,  M. A.P.H.I. ,Cert.R. S.H. 

Additional  Public  Health  Inspectors 

J.  E.  Stopher,  M. A.P.H.I. ,M.R.S.H. 

B.  Fleming,  M. A.P.H.I. ,Dip.R.S.H. 

Trainee  Public  Health  Inspector 

A.  R.  W.  Adams 
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(2)  Laboratory  Facilities 

Bacteriological  examinations  are  carried  out  at  the  Public 
Health  Laboratory  in  Poole  General  Hospital  under  the  direction 
of  Dr,  W.  L.  Hooper.  We  are  greatly  indebted  to  Dr.  Hooper  and 
his  technicians  for  their  ever  willing  advice  and  assistance. 

Chemical  Analyses  are  carried  out  by  the  Public  Analyst  at 
Southampton,  Mr.  II.  Dedicoat. 

(3)  Hospitals 

Lymington  &  District  (King  Edward  Vll  Memorial  Hospital)  ..  General 


Milford-on-Sea  War  Memorial  Hospital  . . .  General 

Lymington  Infirmary  . . . . .  Chronic  Siok 

White  House  Hospital,  Milford-on-Sea  ...........  Mentally  Subnormal 

Barton-on-Sea  Maternity  Home 


Infectious  Disease  is  treated  at  Southampton  Isolation  Hospital 

(4)  Tuberculosis 


The  clinic  facilities  for  the  treatment,  prevention  and  after 
care  of  this  infection  are  provided  jointly  by  the  Regional  Hospital 
Board  and  the  County  Council.  The  clinic  serving  this  area  is  held 
in  Christchurch  Hospital  and  is  conducted  by  Dr.  A.  T.  Hendry. 


SERVICES  PROVIDED  BY  THE  COUNTY  COUNCIL 


Ambulance  Service 

The  County  Ambulance  Service  operates  through  four  main 
stations  and  a  number  of  sub-stations.  One  of  the  main  stations 
is  at  Lymington. 

All  ambulances  are  fitted  with  radio  and  are  controlled 
from  Winchester.  Requests  for  service  must  be  made  to:- 

The  Central  Ambulance  Control, 

Queens  Road, 

Winchester.  Tel:  Winchester  6l644 


The  emergency  999  service  also  operates  through  Winchester. 
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Nursing  Service 


Seven  District  Nurses  and  Mid-Wives  are  provided  together 
with  five  Health  Visitors  and  a  School  Nurse „  The  nurses  and 
health  visitors  are  largely  attached  to  the  several  general  practices 
throughout  the  Borough. 


Area  Nursing  Officer: 

Miss  J.  E.  Jenner, 

c/o  Rural  District  Council  Offices, 

Appletree  Court, 

Lyndhurst. 

Tel:  Lyndhurst  2891  Ext.  277 


Home  Help  Service  (under  the  control  of  the  Social  Services  Dept.) 

Divisional  Home  Help  Office: 

Social  Services  Offices, 

48 ,  New  Street , 

Lymington.  Tel:  Lymington  5911/2 
Lymington  Area  Organiser:  Mrs.  J.  Whiting 


Ante  Natal  Clinic 


Health  Centre, 

Hi  Hero  ft , 

New  Street,  Lymington  Every  Tuesday  at  2.00  p.m. 


Child  Health  Clinics 


Hillcroft,  New  Street,  Lymington 
Women's  Institute  Hall,  Pennington 
Village  Centre,  Milford-on-Sea 
Women's  Institute  Hall,  Hordle 
Health  Centre,  Spencer  Road,  New  Milton 
Health  Centre,  Spencer  Road,  New  Milton 
(Dr.  Cattanach  and  Partners) 

Health  Centre,  Spencer  Road,  New  Milton 
(Dr.  Ball  and  Partners) 


Every  Friday 
2nd  &  4th  Tuesday 
4th  Thursday 
1st  &  J>rd  Thursday 
1st  &  3rd  Wednesday 

2nd  &  4th  Tuesday 

2nd  &  4th  Thursday 


School  Health  Services 


School  medical  inspections  are  carried  out  periodically 
by  Assistant  County  Medical  Officers  and  Health  Visitors, 

Special  Clinics  are  held  in  the  County  Council  Health  Centre, 
Hillcroft,  New  Street,  Lymington. 


Immunisation  against  Diphtheria,  Whooping  Cough,  Tetanus  and  Poliomyelitis 

Immunisation  is  carried  out  by  family  doctors  and  at  Child  Health 
Clinics  and  schools.  Most  of  the  primary  immunisation  is  organised  and 
the  records  maintained  through  the  agency  of  the  County  computer. 

Parental  consents  are  obtained  in  the  first  place  by  Health  Visitors 
and  thereafter  the  computer  selects  children  due  for  each  stage  of 
immunisation  at  the  appropriate  time,  prints  an  appointment  post  card 
and  prepares  a  nominal  list  for  the  relevant  doctor.  Further  invitations 
are  sent  for  missed  appointments  and  completed  records  are  fed  back  into 
the  computer  where  they  are  stored  for  reference  if  required. 

Booster  doses  at  around  school  entry  have  up  to  now  largely  been 
organised  by  your  Medical  Officer  of  Health  but  this  too  will  increas¬ 
ingly  come  under  computer  control. 

Booster  doses  against  Tetanus  and  Poliomyelitis  are  now  offered  to 
school  leavers. 

Records  received  during  1972: 


J 

Type  of  Vaccine 

Year  of  Birth 

Others 

Total 

1972 

1971 

1970 

1969 

1965/68 

under 

16 

Diphtheria, 

VAiooping  Cough 

and  Tetanus 

Primary  . . . 

29 

290 

78 

4 

3 

303 

Re-inforcing  . 

— 

1 

7 

— 

7 

4 

19 

Diphtheria,  Tetanus 

Primary  . 

1 

1 

- 

7 

3 

12 

Re-inforcing  „.... 

_ J 

1 

380 

38 

419 

- —  ■  ■  ■  -1 

16 


Year  of 

Birth 

Others 

under 

16 

Type  of  Vaccine 

1972 

1971 

1970 

1969 

1965/68 

Total 

Diphtheria  only 

Primary  . 

— 

_ 

— 

— 

— 

— 

— 

Re-inforcing  . . . 

“ 

1 

1 

Poliomyelitis 

Primary . . 

11 

313 

85 

4 

16 

4  ! 

433 

Re-inforcing  ... 

— 

— 

6 

1 

332 

336 

675 

Tetanus 

Primary  . 

— 

— 

1 

1 

1 

42 

45 

Re-inforcing  ... 

** 

•• 

** 

202 

202 

Smallpox  Vaccination 

Following  the  cessation  of  routine  infant  vaccination  last  year 
there  has  already  been  a  considerable  fall  in  the  number  of  vaccinations 
reported. 


4ge 

Months 

Years 

Total 

0-5 

3-6 

6-9 

9-12 

1  year 

2-4 

.  5-15 

Primary 

Vaccination 

- 

- 

- 

1 

9 

22 

3 

35 

Re- 

Vaccination 

- 

- 

- 

- 

- 

3 

53 

56 

17 


Measles  Vaccination 


It  had  been  hoped  that  measles  vaccination  would  be 
maintained  at  a  high  level  in  anticipation  of  the  eventual 
elimination  of  measles  as  an  epidemic  disease.  There  has, 
however,  been  a  reduction  from  last  year's  high  figure  but 
the  total  is  reasonably  satisfactory,  particularly  in  the 
youngest  age  groups. 


Measles  Vaccination  carried  out  during  1972: 


Year  of  Birth 


1972  . 

1971  • . •  * . . 

1970 

1969  . . 

1965/68 

Others  under  16 


204 

137 

27 

86 

6 


460 


Rubella  (German  Measles)  Vaccination 


In  accordance  with  national  policy  vaccination  against 
rubella  was  offered  to  the  first  year  girls  in  secondary  schools. 

382  vaccinations  were  carried  out  on  11  -  12  year  old  girls. 


18 


SANITARY  CIRCUMSTANCES  OF  THE  AREA 


REPORT  OF  THE  CHIEF  PUBLIC  HEALTH  INSPECTOR 


I  would  again  wish  to  thank  the  Chairman  and  members  of 
the  Public  Health  Committee  for  their  support  and  confidence 
during  the  year  and  the  staff  of  the  Public  Health  Department 
for  their  continued  co-operation. 

WATER  SUPPLY 


(a)  Lymington  Town*s  Supply 

The  Lymington  Water  Undertaking  was  taken  over  by  the 
West  Hampshire  Water  Company  during  the  year  and  the  operation 
of  the  Waterworks  is  on  similar  lines  as  previously  although 
mains  repairs,  tappings  etc.  are  now  carried  out  from  Christchurch. 

The  Chief  Engineer  to  the  Water  Company  has  kindly  supplied 
the  following  information. 

(i)  Water  Consumption 

Year  Industrial  Use  (Galls)  Domestic  Use  (Galls)  Total  (Galls) 


1970  64,729,820  120,924,149  185,693,969 

1971  64,721,840  120,377,877  185,099,717 

1972  67,580,210  123,780,121  191,360,321 

Water  pumped  from  Ampress  Works  . . . . .  153 , 746 , 000 

V/ater  pumped  from  West  Hampshire  Water  Company . .  37,614,321 


New  mains  laid  during  1972:  8”  500  yards 

6M  30  yards 

4”  850  yards 

3"  800  yards 

The  number  of  new  properties  connected:  48 


The  number  of  separately  assessed  domestic  dwellings  supplied:  2640 
There  are  no  dwellings  served  by  standpipes. 
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(ii)  Chemical  Analysis 


Lymington  Town  Supply 


(a)  Physical  Examination 

Colour  -  Hazen  units  <5 

Appearance  Clear  and  colourless 

(b)  General  Chemical Examination  (Results  in  Parts  Per  Million) 


Reaction  (pH  value) 

7-7 

Free  Carbon  Dioxide  (as  C0^) 

6  p, 

.p.ra. 

Free  and  Saline  Nitrogen  (as  N) 

0.o4 

p.p.m. 

Albuminoid  Nitrogen  (as  N) 

<0.01 

p.p.m. 

Nitrous  Nitrogen  (as  N) 

<0.01 

p.p.m. 

Nitric  Nitrogen  (as  N) 

<0.25 

p.p.m. 

Total  Hardness 

by  E.D.T.A.  method  (as  CaCO.,) 

190 

p.p.m. 

Temporary  Hardness  (as  CaCCh) 

150 

p.p.m. 

Permanent  Hardness  (as  CaCOl) 

40 

p.p.m. 

Tot  ail  Alkalinity  (as  CaCO^) 

150 

p.p.m. 

Oxygen  absorbed  from  N/80  Q 

permanganate  in  4  hours  at  27  C 

0.1 

p.p.m. 

Total  Dissolved  Solids 

(dried  at  l80°C) 

295 

p.p.m. 

Free  Chlorine 

0.05 

p.p.m. 

Mineral  Analysis  (Results  in  Parts  Per  Million) 

Calcium  as  Ca 

58 

p.p.m. 

Magnesium  as  Mg 

11.5 

p.p.m. 

Sodium  as  Na 

90 

p.p.m. 

Carbonate  as  C0_ 

90 

p.p.m. 

Chloride  as  Cl  ^ 

25 

p.p.m. 

Sulphate  as  SO. 

44 

p.p.m. 

Nitrate  as  N0_. 

<1.0 

p.p.m. 

Nitrite  as  NC£ 

<0.05 

p.p.m. 

Silicate  as  SiO^ 

12 

p.p.m. 

Iron  as  Fe 

0.45 

p.p.m. 

Lead  as  Pb 

0.06 

p.p.m. 

Copper  as  Cu 

0.05 

p.p.m. 

Zinc  as  Zn 

0.25 

p.p.m. 

Observations 


The  water  was  of  excellent  quality  and  free  from  any  pollution 
or  contamination,  apart  from  a  small  amount  of  iron  which  could  give 
rise  to  complaints  of  staining  of  domestic  washing  by  automatic  "wash 
and  rinse"  machines.  If  the  iron  is  a  regular  constituent  of  the 
water,  then  some  mains  flushing  may  be  required. 
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Bacteriological  Examination 


Samples  are  taken  weekly  from  various  premises  in  the  town  and 
from  each  borehole  in  rotation,  A  total  of  102  samples  were  taken. 

Frequent  testing  of  the  Town’s  Supply  for  pH  is  carried  out 
by  the  Public  Health  Department,  36  samples  were  tested  with  the 
following  results 


No.  of  Samples  pH  pH  pH 

7.7  7.8  7-9 


No.  3  and  4  Boreholes 
Filtered  water 


18 

18 


nil  nil  18 

11  7  - 


These  results  are  very  satisfactory;  the  borehole  water  showed 
no  fluctuation  whatsoever.  The  filtered  water  varying  slightly  but 
achieving  a  most  satisfactory  result. 

(b)  V/est  Hampshire  Water  Company  Supply  serving  New  Milton,  Milford 

on-Sea,  Pennington  and  Hordle 

The  water  supplied  by  the  V/est  Hampshire  Water  Company 
comes  from  the  River  Avon  at  Knapp  Mill  and  is  treated  by 
filtration,  super  chlorination  and  de-chlorination.  Another 
source  of  supply  is  from  deep  boreholes  in  the  chalk  at  Kale. 

The  Chief  Engineer  to  the  Water  Company  has  also  supplied 
the  following  information. 

1.  New  mains  laid  in  1972: 


194.8  metres  of  1  inch  diameter 

314.7  metres  of  1-J  inch  diameter 

723  metres  of  3  inch  diameter 

1902  metres  of  8  inch  diameter 


2.  Number  of  new  properties  connected:  136 


3-  Number  of  separately  assessed  domestic  dwellings 
supplied:  12,399 


4.  There  are  no  dwellings  served  by  standpipes 
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Sampling 


West  Hants  Water  Co. 


Chemical  Analysis  (Chemical  Results  in  Milligrammes  per  Litre) 


Appearance 

Turbidity  (A.P.HoA.  units) 

Colour  (Hazen) 

Odour 

pH 

Free  Carbon  Dioxide 
Electrical  Conductivity 

(Reciprocal  Megohms  per  cm.  at  20  C) 
Dissolved  Solids  dried  at  l80°C 
Chlorine  in  Chloride 
Alkalinity  as  Ca  CO 
Hardness  as  Ca  CO  :  Total 

^  Carbonate 

Non-carbonate 

Nitrogen  in  Nitrate 

Nitrogen  in  Nitrite 

Ammoniac al  Nitrogen 

Permanganate  Value  (4  hrs.  at  27  C) 

Albuminoid  Nitrogen 

Residual  Chlorine 

Metals:  Iron 

Zinc,  copper,  lead,  manganese 

Cadmium 


Bright  with  a  few  particles 
Less  than  1 

3 

Nil 

7.8 
6 

430 

300 

20 

193 

24  0 

195 

43 

3.8 

Less  than  0.01 

0.00 

0.40 

0.03 

0.05 

0.04 

Absent 

Not  detected,  less  than 
0.01 


Bacteriological  Results 


Number  of  colonies  developing  on  agar: 


1  day  at  37°  C  . . . .......  3  per  nil 

2  days  at  37°C  .  7  per  ml 

3  days  at  20  -  22  C  .  1  per  ml 


Presumptive  coliform  reaction 
Escherichia  coli 
Clostridium  perfringens 
(cl.  welchii)  reaction 


Present  Absent  Most  Probable 


In 

from 

number 

. . .  ml 

100  ml 

0 

per  100  ml 

. . .  ml 

100  ml 

0 

per  100  -ml 

100  ml 

10  ml 

This  sample  is  practically  clear  and  bright  in  appearance,  has  a 
reaction  on  the  alkaline  side  of  neutrality  and  is  free  from  metals  apart 
from  a  very  minute  trace  of  iron.  The  water  is  hard  in  character  but  its 
hardness  and  its  content  of  mineral  and  saline  constituents  in  solution  are 
not  excessive.  It  is  of  a  high  standard  of  organic  quality  and  bacterial 
purity.  These  results  indicate  a  pure  and  wholesome  water  suitable  for 
drinking  and  domestic  uses. 
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BACTERIOLOGICAL  EXAMINATION 


53  samples  were  submitted  to  the  Public  Health  Laboratory  for 
bacteriological  examination  and  all  but  one  were  satisfactory. 

The  samples  are  taken  at  various  premises  in  the  Borough, 
usually  from  a  dwelling  house.  A  repeat  sample  was  taken  from 
where  the  unsatisfactory  report  was  obtained  and  it  was  found 
that  the  fault  lay  in  the  supply  line  at  the  sampling  point. 


DRAINAGE  AND  SEWERAGE 


The  Iley  Lane  Screens  have  been  completed  and  experimental 
disintegrating  pump  installed. 

The  Riverside  Drainage  Scheme  is  nearing  completion,  contractors 
being  some  months  ahead  of  time.  This  scheme  will  contribute  consid¬ 
erably  to  the  reduction  of  pollution  of  the  river  which  will  be  apparent 
visually  as  well  as  bacteriologically. 

The  V/ainsford  Relief  Sewerage  Scheme  has  been  discussed  in 
detail  with  the  Department  of  the  Environment  and  some  revision  of 
the  plans  is  necessary.  It  is  hoped  to  let  the  contract  during  the 
next  twelve  months.  This  scheme  will  have  a  revised  cost  of  approx¬ 
imately  one  million  pounds  and  will  benefit  the  whole  of  the  Borough 
in  its  development. 

Surface  water  drainage  in  the  Waterford  area  is  being  improved 
and  this  work  is  now  proceeding. 


Cesspools,  Septic  Tanks  etc. 

Number  of  dwellings  with  cesspools  and  septic  tanks  ...  1033 

Number  of  dwellings  with  earth  or  chemical  closets  ....  48 

The  above  properties  are  mainly  situated  in  two  unsewered 
areas  which  were  investigated  to  see  if  there  is  a  possibility  of 
main  drainage  being  provided.  These  are  in  the  Tiptoe  and  Bashley 
Cross  Road  areas.  The  investigation  has  been  held  up,  however,  due 
to  the  pressure  of  work  on  other  schemes. 

In  the  first  mentioned  area  a  combined  scheme  with  properties 
in  the  New  Forest  R.D.C.  may  be  possible,  drained  to  a  small  treatment 
plant • 
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Trade  Effluent 


Trade  effluents  from  two  factories  using  toxic  chemicals  in  their 
processes  are  being  monitored  and  four  samples  for  chemical  analysis 
have  been  taken. 

PUBLIC  CLEANSING 


The  collection  of  household  refuse  and  trade  refuse  has  been 
maintained  throughout  the  Borough  and  also  the  Special  Collection 
Service  of  bulky  articles  of  a  domestic  nature. 

Proposals  are  being  considered  in  connection  with  Local  Government 
Re-organisation  for  using  plastic  sacks  as  bin  liners  in  the  collection 
of  household  refuse.  This  would  improve  hygienic  conditions,  keeping 
the  bin  in  a  cleaner  condition  and  extending  its  life  and  at  the  same 
time  making  the  operation  cleaner  for  the  dustmen. 

The  problem  of  dumping  of  garden  refuse  has,  if  anything,  deteriorated, 
and  dumping,  often  after  darkness,  in  isolated  places  as  well  as  in  public 
places  continues.  The  old  refuse  site  at  Lower  Pennington  is  kept  open  to 
the  public  for  this  purpose  and  it  is  still  hoped  that  more  use  will  be 
made  of  this  outlet.  It  is  advisable,  nevertheless,  for  some  scheme  to 
be  devised  whereby  garden  refuse  can  be  removed  by  the  Council,  at  a 
reasonable  charge,  thus  obviating  the  temptation  to  dump  indiscriminately. 
Such  schemes  are  operated  in  other  districts. 

All  other  refuse  is  disposed  of  by  the  controlled  tipping  method  on 
the  main  tip  at  Efford. 


SAMPLES  TAKEN  BY  THE  PUBLIC  HEALTH  DEPARTMENT 


Milk  . 103 

Milk  Containers  (Batches)  ..  8 

Ice  Cream  Products  .........  16 

Water  (Mains  Supply) 

Chemical  . 1 

Bacteriological  .........  133 

Wells  . 8 

Sea  Water  Baths 

Bacteriological  . .  40 

Other  Baths  . 128 


Rivers,  Streams  and  Ponds  .  33 

Food: 

Bacteriological  . 391 

Food  Premises,  Plant  and 

Equipment  . . 93 

Faeces,  Urine,  Blood, 

Nose  and  Throat  . 209 

Sewer  Swabs  . 31 

Trade  Effluents  (Chemical)  .  4 

Miscellaneous  . 3 
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TESTS  CARRIED  OUT  BY 
PUBLIC  HEALTH  INSPECTORATE 


Sea  Water  Baths 

Residual 

Chlorine 

Te  st  s 

49 

pH  Tests 

49 

Other  Baths 

Residual 

Chlorine 

Tests 

30 

pH  Tests 

30 

Towns  Water  Supply 

pH  Tests 

36 

Factory  Plant 

Residual 

Chlorine 

Tests 
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REPORT  ON  SAMPLES  OF  FOOD,  PLANT  /IIP  EQUIPMENT  ETCc 
Cream  and  Cream  Confectionery 

In  continuation  of  sampling  of  this  product  from  the  previous 
year,  49  samples  of  cream  and  cream  confectionery  were  taken.  There 
is  no  statutory  test  laid  down  for  cream  products  and  the  informal 
one  devised  by  the  Public  Health  Laboratory  Service  is  used  (Circular 
FSH2/71).  Cream  has  been  shown  frequently  to  have  high  bacterial 
content,  the  main  result  of  which  is  loss  of  keeping  quality. 

The  bacteria  present  are  usually  the  result  of  contamination 
during  handling  and  filling  of  containers  or  from  plant  during 
process.  Pathogenic  bacteria  are  rarely  present  and  food  poisoning 
incidents  have  not  been  found.  Producer  1  proposes  to  repasteurise 
his  product.  The  other  producers  with  poor  results  have  premises 
outside  the  Borough  and  attention  of  the  appropriate  Public  Health 
Departments  and  the  producers*  have  been  drawn  to  these  results. 


Producer 

Sample 

No .  of 
Samples 

Satis¬ 

factory 

Fair 

Unsatis¬ 

factory 

1 

Fresh  Cream 

9 

3 

3 

3 

2 

Fresh  Cream 

7 

3 

2 

- 

3 

Whipping 

Cream 

11 

3 

2 

6 

4 

Whipping 

Cream 

4 

— 

— 

4 

p 

(  Whipping 
(  Cream 

4 

— 

•— 

4 

(  Artificial 
(  Cream 

6 

6 

— 

— 

6 

Fresh  Cream 
Cakes 

4 

4 

— 

7 

Clotted  Cream 

4 

1 

— 

3 
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Other  Foods 


Other  foods  sampled,  as  a  result  of  complaints  of  stomach  upsets, 
were  prawn  spread,  hamburgers,  ice  cream,  shepherds  pie,  chicken  portions, 
corned  beef  and  cream.  In  one  of  these  cases  organisms  likely  to  have 
caused  food  poisoning  were  found. 

Poultry  (153)  and  viscera  (185)  samples  were  taken  from  the  poultry 
packing  station  (see  report  under  "Poultry  Inspection"). 

Plant  and  Equipment 

91  swabs  of  premises  and  equipment  were  taken  to  monitor  cleanliness 
and  possible  causes  of  food  contamination. 

Rivers  and  Streams 

The  Lymington  River  was  sampled  on  three  separate  dates,  23  samples 
being  taken  in  all. 


Sampling 

Point 

Per  ml. 

March 

June 

October 

Below  Boldre 

B.Coli 

110 

16,000 

3,300 

Bridge 

Faecal  Coli 

7 

3,300 

3,300 

Above  Toll 

B.Coli 

330 

9,000 

3,300 

Bridge 

Faecal  Coli 

70 

4oo 

1,300 

Below  Toll 

B.  Coli 

80 

18,000+ 

1,400 

Bridge 

Faecal  Coli 

30 

18,000+ 

700 

Above  Railway 

B.Coli 

330 

18,000+ 

9,000 

Bridge 

Faecal  Coli 

40 

16,000 

800 

Opp.  Mill 

B.Coli 

330  . 

18,000+ 

16,000 

Lane 

Faecal  Coli 

170 

18,000+ 

3,300 

0pp.  Ship 

B.Coli 

330 

9,000 

Inn 

Faecal  Coli 

330 

- 

3,300 

B.Coli 

250 

1,100 

2,730 

JL  JTJLtJX 

Faecal  Coli 

130 

300 

450 

Harpers 

B.Coli 

33 

330 

3,300 

Post 

Faecal  Coli 

9 

330 

330 

The  table  above  gives  the  bacterial  counts  obtained. 
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Comparison  cannot  be  drawn  between  the  three  batches  of 
samples  as  weather  conditions  were  different  although  all  the 
samples  were  taken  just  prior  to  high  tide. 

It  is  apparent  that  there  is  a  high  degree  of  contamination 
before  the  water  becomes  tidal  and  this  improves  by  the  time  it 
reaches  Harpers  Post  although  heavy  contamination  was  found  in 
the  vicinity  of  sewer  overflows  in  the  middle  reaches.  There 
is  no  indication  that  boats  in  the  lower  reaches  contribute  to 
contamination  but  it  must  be  realised  that  no  firm  conclusion 
can  yet  be  drawn  until  more  samples  have  been  taken  and  the 
results  examined  in  relation  to  the  state  of  the  tide,  season, 
weather  conditions  and/or  perhaps  the  number  of  boats  in  the 
estuary. 


Swimming  Baths 

Schools 


Regular  samples  of  water  were  taken  from  four  school 
swimming  baths,  52  samples  in  all.  In  only  one  case  were 
coliform  organisms  found  and  this  was  of  minor  significance. 


A  close  watch  was  kept  on  treatment  carried  out,  as 
requested  by  the  County  Authorities  in  the  case  of  controlled 
schools  and  checks  of  the  pH  and  residual  chlorine  content 
of  the  baths  were  made  by  the  Public  Health  Inspectors. 


Other  Swimming  and  Paddling  Pools 

A  total  of  44  samples  were  taken  from  two  other 
swimming  pools  and  32  samples  from  two  paddling  pools. 

In  two  samples,  one  from  each  swimming  pool,  coliforms 
were  found  but  these  were  few  in  number. 

Two  samples  from  paddling  pools  were  excessively  high 
which  necessitated  emptying  and  re-chlorinating  at  more 
frequent  intervals. 
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FACTORIES  ACT  1961 


Factories  in  the  Borough  total  182.  As  required  the 
prescribed  particulars  on  the  administration  of  the  Factories  Act 
are  attached  as  an  annexe  to  this  report. 


Types  of  Factories  Registered 

Builders  and  Ancillary  Works  . . .... . ......  27 

Garages  . . . . . . . .  37 

Dairies  . . 3 

Boat  Builders  and  Ancillary  Works  . . . .  12 

Radio,  Cycle  and  Electrical  .  12 

Bakehouses  . 10 

Laundries  . . 6 

Engineering  . . 40 

Boot  Repairs  . . 4 

Upholstery  . . 2 

Printing  . 4 

Miscellaneous  . . 23 
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SANITARY  INSPECTION  OF  THE  AREA 


Inspections  during  1972: 


Inspec¬ 

tions 

Action 

reqd 

Reme¬ 

died* 

NOTICES 

DESCRIPTION 

In 

formal 

Formal 

Milk  and  Dairies 

53 

3 

3 

2 

1 

Housing  Acts 

346 

51 

55 

46 

12 

Public  Health  Acts 

99 

6 

11 

6 

- 

General  Improvement  Area 

121 

- 

- 

- 

- 

Qualification  Certificate 

99 

14 

4 

- 

- 

Standard  Grant 

146 

18 

19 

- 

- 

Improvement  Grant 

449 

28 

13 

- 

- 

Houses  Let  in  Multiple  Occ. 

69 

4 

5 

1 

6 

Council  House  Application 

82 

- 

- 

- 

- 

Rent  Act 

4 

- 

- 

- 

- 

Drainage 

211 

27 

24 

16 

3 

Water  Supply 

106 

1 

- 

1 

- 

Caravan  and  Tented  Sites 

27  2 

12 

19 

5 

- 

Schools 

5 

2 

3 

2 

- 

Offices,  Shops  &  R»P-  Act 

567 

75 

32 

14 

- 

Factories  -  Power 

87 

6 

10 

6 

- 

Clean  Air  Act 

75 

11 

10 

3 

- 

Food  and  Drugs  Act 

202 

53 

53 

29 

- 

Hygiene  Regulations 

611 

83 

74 

38 

- 

Markets 

346 

8 

8 

2 

- 

Meat  Inspection 

508 

- 

- 

- 

- 

Poultry  Inspection 

301 

- 

- 

- 

— 

Other  Food  Inspection 

28 

- 

- 

- 

— 

Knackers  Yard 

5 

- 

- 

— 

- 

Accumulation/Deposits 

169 

24 

21 

3 

2 

Watercourses/Ditches 

136 

15 

17 

2 

1 

Noise  Abatement 

163 

25 

21 

3 

3 

Di si nf e  s t /Di sinf e  c  t . 

78 

11 

13 

- 

- 

Infectious  Disease 

299 

- 

- 

- 

- 

Pet  Animals  Act 

6 

- 

- 

- 

- 

Animal  Boarding  Est.Act 

2 

- 

- 

- 

— 

Riding  Establishment  Act 

11 

- 

«<*• 

- 

- 

Sea  Water  Baths 

37 

- 

- 

- 

— 

Civic  Amenities  Act 

3 

3 

3 

- 

- 

Other  Public  Health  Matters 

616 

70 

57 

11 

- 

Delivery  Vehicles 

9 

2 

2 

2 

- 

Swimming  Pools 

331 

- 

- 

- 

- 

Interviews  and  Meetings 

255 

- 

- 

— 

— 

Pigeon  Infestation 

Deposit  of  Poisonous  Wastes 

79 

am 

' 

Act 

7 

2 

2 

— 

— 

Total  . 

7013 

554 

479 

192 

28 

Rats  and  Mice  . 

3295 

734 

734 

- 

3 

Petroleum  Regulations  . . 

233 

28 

20 

3 

— 

Grand  Total  . . 

10341 

1316 

1233 

195 

31 

*  Includes  defects  outstanding  from  previous  year 
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COMPLAINTS  AND  NUISANCES 


Complaints  received  during  the  year  totalled  396  and  the  table 
below  sets  out  the  details  and  comments  following  on  specific  matters 
arising  out  of  them.  In  addition  there  were  353  complaints  of  rodent 
infestation. 


Nature  of  Complaint 

Complaints 

made 

Action 

Required 

(Incidents) 

Remedied 

(Incidents) 

Drainage  defects  . . 

33 

23 

22 

Smoke  nuisances  ........ 

24 

11 

10 

Accumulations  and  Deposits 

13 

9 

9 

Housing  defects  . 

26 

12 

12 

Pests  (excluding  wasps).. 

^3 

37 

34 

Food  Supplies  . 

84 

33 

33 

Noise  Abatement  . 

70 

22 

18 

Miscellaneous  . 

97 

48 

40 

Total  . . 1 

396 

113 

198 

Drainage 


35  complaints  were  received  of  which  23  required  action  by 
the  Department.  The  nature  of  the  complaints  were  of  blocked 
drains  (ll),  defective  and  overflowing  cesspools  (4),  overflows 
to  ditches/streams  (13) »  defective  and  broken  drains  (7). 

Clean  Air  Acts,  1956  -  68 

Of  the  24  complaints  received,  11  required  action  by  the 
Department.  The  complaints  were  of  burning  of  garden  rubbish  (16), 
land  clearance  (3)1  factory  smoke  (3),  business  premises  (2). 

Clean  Air  Act,  1956  -  Section  3  ~  Notification  of  Proposed  Installation 

of  New  Furnaces 


Two  notifications  received  of  proposals  to  install  new 
furnaces. 
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Clean  Air  Act,  1968 

Section  6  -  Heights  of  Chimneys 


Two  applications  considered  in  respect  of  a  new 
installation  and  recommendation  as  to  chimney  height 
was  made. 


Pests 


45  complaints  were  received  and  advice  sought  on 
means  of  eliminating  them.  The  pests  involved  were  fleas  (7)* 
ants  (13)  j  flies  (7)t  beetles  (4),  pigeons  (7)1  woolllybear  (l), 
silver  fish  (2),  squirrels  (l),  foxes  (l),  mosquitoes  (2). 

29  complaints  of  wasp  nests  were  received  during  the 
late  summer.  These  complaints  were  dealt  with,  for  a  small 
charge,  by  a  local  retired  gamekeeper  to  whom  they  were 
referred. 


Noise  Abatement  Act,  i960 


A  variety  of  complaints  has  been  received  of  noise 
nuisance,  some  of  which  were  of  a  serious  nature  and  the 
cause  of  some  distress  to  the  persons  affected. 

Three  Statutory  Notices  were  served  under  the  Act  to 
abate  Nuisances.  In  three  cases  firms  were  advised  to  seek 
the  advice  of  Consultants.  In  two  cases  the  advice  of  the 
Institute  of  Sound  and  Vibration  Research  at  Southampton 
University  was  sought.  Their  co-operation  has  always  been 
helpful  and  the  results  obtained  following  their  advice,  have 
been  very  effective.  Two  Inspectors  have  so  far  attended 
courses  run  by  the  Institute  designed  to  help  in  the 
appreciation  of  the  best  practicable  means  for  preventing 
and  counteracting  the  effect  of  noise  for  both  industrial 
and  more  general  development  with  a  view  to  anticipating 
noise  problems. 

Plans  of  industrial  premises,  which  are  submitted  to 
the  Borough  Engineer  for  consideration,  are  examined  by  the 
Public  Health  Department  for  noise  implications  and  where 
noise  nuisance  is  anticipated  comments  are  made  with  a  view 
to  attenuation  or  structural  amendments  being  made.  It  is 
not  always  possible  to  anticipate  noisy  machinery  to  be 
installed  later  but  restrictive  conditions  can  be  attached 
to  the  planning  permission. 
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The  following  table  indicates  the  type  of  complaint  investigated 
and  the  suggested  remedies. 


Type  of  Premises 

Causation 

Suggested 

Remedy 

1  Recreational 

Club/night  activity 

Voluntary  control 

2  Roadworks 

(utility  board) 

Unmuffled  road 
breaker 

Muffler  provided 

3  Roadbreakers 
(utility  board) 

Unmuffled  road 
breaker 

Muffler  provided 

,  Roadbreaker 

(utility  board) 

Unmuffled  road 
breaker 

Muffler  provided 

3  Commercial 

Electric  fans  in 
rural  area 

Attenuator  screens 

6  Domestic 

Dog  barking 

No  statutory 
nuisance 

7  Commercial 

Vocal/band 

Entertainment 

Reduction  of 
amplification 

Closing  of 
openings 

8  Industrial 

Noisy  compressor 

Attenuation 

screening 

9  Industrial 

Night  transportation 

Improved  vehicle 
suspension 

10  Domestic 

Car  overhauling 

No  nuisance 

11  Industrial 

Noisy  electric 
fans 

Renewal  of  defec¬ 
tive  bearings 

12  Industrial 

Electric  fans 

Overhaul 

13  Domestic 

Neighbour's  phone 

No  P.H.  nuisance 

14  Industrial 

Cutting  and 
moulding  machine 

Acoustic 

screening 

attenuation 

13  Domestic 

|  Electric  saw 

Reduced  use 
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Type  of  Premises 

Causation 

Suggested 

Remedy 

16  Domestic 

Noisy  animals 

No  P.H.  nuisance 

17  Commercial 

Noisy  transport 
and  plant 

Staff  awareness  and 
control 

18  Commercial 

Discotheque 

Control  of  ampli¬ 
fication  and 
attenuation 

19  Industrial 

Weekend  and  early 
morning  operation 

Reduction  of  working 
hours 

20  Industrial 

Machine  operating 

Not  confirmed 

21  Domestic 

Noisy  neighbours 

Request  for  consid¬ 
eration  or  statutory 
action 

22  Roadworks 

Unmuffled  pneumatic 
drills  (2) 

Mufflers  provided 

industrial 

Noisy  machinery 

Acoustic  screening 

24  Industrial 

Dust  extraction 
complex 

Acoustic  silencer 

25  Commercial 

Noise  from 
transport  vehicles 

No  nuisance  found 

26  Domestic 

Dog  barking 

No  P.H.  nuisance 

27  Commercial 

Noise  from  outside 
operations 

Not  confirmed 

28  Industrial 

Noise  from  work 
shop 

Replace  broken 
window 

29  Road  works 

Pneumatic  drill 

Mufflers  provided 

The  Dawes  1400G  Sound  Level  Meter  used  by  the  Department  has  been 
found  to  be  invaluable  and  we  have  been  able  to  borrow  an  Octave  Band 
.Analyser  when  needed  from  a  neighbouring  authority. 
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MILK  AND  DAIRIES  ACT  AND  REGULATIONS 


There  are  two  registered  dairies,  71  registered  distributors  of 
milk  and  two  pasteurising  establishments.  One  of  the  establishments 
pasteurise  under  the  Holder  Process  and  the  other  has  a  H.T.S.T. 
plant.  In  the  former  case  the  milk  is  retained  at  a  temperature 

of  not  less  than  143  F  and  not  more  than  130  F  for  at  least  30 

minutes  and  in  the  latter  the  milk  is  retained  at  a  temperature 
of  not  less  than  l6l  F  for  at  least  13  seconds;  in  both  methods 

the  milk  is  required  to  be  immediately  cooled  to  below  30  F. 

Powers  of  licensing  have  been  delegated  to  this  authority  by 
the  County  Council  and  the  plants  and  premises  are  subject  to  inspection 
by  officers  of  the  Public  Health  Department.  Samples  of  pasteurised 
milk  are  taken  at  least  once  weekly  from  each  pasteurising  establish¬ 
ment  and  are  examined  at  the  Public  Health  Laboratory,  Poole. 

/n  average  of  4,233  gallons  of  milk  are  pasteurised  each  day  in 
the  Borough,  giving  an  annual  gallonage  of  1,357» 606. 


ANALYSIS  OF  SAMPLES 


Class  of  Milk 

No.  of 
Sample  s 
taken 

Appropriate 

Samples 

Tests 

Passed 

Failed 

T.T. 

103 

Phosphatase 

103 

Pasteurised 

Methylene  Blue 

100 

3 

Of  the  103  pasteurised  milk  samples  taken,  3  failed  the  methylene 
blue  test:  none  failed  the  phosphatase  test.  Notice  under  Section  44 
(2) (a)  of  the  Food  and  Drugs  Act,  1933?  was  served  on  the  dairy  concerned. 

8  batches  of  milk  bottles  were  tested  for  cleanliness  following 
machine  washing.  All  were  satisfactory. 

There  are  23  milk  producers  in  the  Borough.  No  ’’Untreated1'  milk 
is  sold  within  the  Borough  although  one  farmer  holds  a  retailing  licence. 

MEAT,  SLAUGHTERHOUSE,  FOOD  STORES  ETC. 

There  is  one  licensed  slaughterhouse  in  the  Borough  sited  in 
Sky  End  Lane,  Hordle.  These  premises  have  been  maintained  in  a 
satisfactory  condition. 


100$  inspection  of  animals  slaughtered  has  been  possible  since 
the  operation  of  the  Meat  Inspection  Regulations,  1963*  Meat  inspection 
duties  are  carried  out  on  a  rota  basis  by  Mr,  Tomkins,  Mr,  Stopher  and 
Mr.  Fleming. 

Under  these  Regulations  the  charges  recoverable  by  the  Local 
Authority  for  meat  inspection  are: 

l8p  per  bovine  animal  (other  than  calf) 

3p  per  calf  or  pig 
4p  per  sheep  or  lamb 

A  total  of  508  visits  were  made  to  the  slaughterhouse  in  connection 
with  meat  inspection. 

POST  MORTEM  INSPECTION 


Cattle 

Excluding 

Cows 

Cows 

Calves 

Sheep 

and 

Lambs 

Pigs 

Goats  I 

Number  killed  ) 

Number  inspected) 

860 

66 

233 

2070 

3495 

20 

All  Diseases  except 
Tuberculosis 

Whole  carcases  condemned 

1 

1 

3 

2 

6 

Carcases  of  which  some 
part  or  organ  was 
condemned 

123 

35 

7 

11 

594 

_  r 

Percentage  of  the  number 
inspected  affected  with 
diseases  other  than  T.B. 

14.4 

54.5 

4.3 

0.63 

17.1 

- 

Tuberculosis  only 

li/hole  carcases  condemned 

Carcases  of  which  some 
part  or  organ  was 
condemned 

. 

mm 

mmm 

43 

Percentage  of  the  number 
inspected  affected  with 

1.2 

_ 

T.B. 
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The  following  carcases  and  organs  were  condemned  as  unfit: 


Beasts 

Cows 

Sheep 

Pigs 

Calves 

tons  cwt  lbs 

Livers:  Whole 
Part 

51 

36 

17 

3 

8 

207 

1 

}  14  86 

Hearts 

1 

- 

- 

128 

1 

70 

Lungs 

18 

6 

2 

387 

3 

9  33 

Heads 

1 

1 

52 

- 

3  20 

Plucks 

- 

— 

1 

29 

- 

1  37 

Kidney 

4 

10 

- 

2 

2 

30 

Other 

2 

7 

- 

3 

- 

1  27 

Parts  of 

carcases 

3 

8 

1 

43 

3 

12  109 

Whole 

carcases 

1 

1 

2 

6 

3 

13  3 

Total  weight  . .  2  l8  103 


INSPECTION  OF  FOOD  AT  FOOD  SHOPS 


The  following  foods  were  examined  at  retail  shops  and  voluntarily 
surrendered  as  unfit  for  human  comsumption: 

tons*  cwt.  lbs* 


Tinned  Foods  Blown,  damaged  etc.  1  103 
Meat  Decomposition,  bone  taint  2  8 
Frozen  Foods  Breakdown  of  refrigerator  (unsound)  1  12  39 
Other  Foods  Rancid,  decomposition  2  2 


Total  .  1  18  60 
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POULTRY  INSPECTION 


1.  Number  of  poultry  processing  premises  within  the  Borough  ......  1 

2.  Number  of  visits  made  . . . . . . „ . . 301 

3.  Total  number  of  birds  processed  during  the  year  . . 3>890,9l8 

4.  Type  of  bird  processed  . Broilers 

3.  Percentage  of  whole  and  part  birds  rejected 

as  unfit  for  human  comsumption  .  3*7% 

6.  Weight  of  poultry  condemned  as  unfit  for  human 

comsumption:  tons  cwt.  lbs. 


Comments 


Dead  on  arrival  . 

Rejects  before  evisceration 
Rejects  after  evisceration 
Condemned  on  inspection  ... 

Total  . 


28 

39 

111 

1 


luO 


10 

12 


63 

3? 


10  109 

0  94 


14  79 


The  daily  visit  to  the  poultry  packing  station  has  continued 
through  the  year  using  the  existing  system  of  inspection  in  conjunction 
with  the  Quality  Control  Section  of  the  firm. 

More  time  has  been  spent  by  the  Department  in  trying  to  attain 
a  higher  standard  of  hygiene  in  the  station.  It  would  seem  probable 
that  with  the  entrance  of  this  country  into  the  Common  Market,  most 
of  the  larger  poultry  packing  establishments  will  seek  registration 
so  as  to  enable  them  to  export  to  the  member  nations.  In  order  to 
obtain  this  registration,  there  must  be  compliance  with  the  E.E.C. 
directives  relating  to  plant  construction  and  hygiene  and  also  in 
connection  with  poultry  inspection;  even  those  establishments  which 
do  not  apply  for  registration  will  have  to  comply  with  the  directives 
by  1976  and  it  would  appear  that  the  New  York  dressed  bird,  that  is, 
plucked  but  not  eviscerated,  will  disappear  except  in  instances  where 
sale  is  direct  from  producer  to  consumer. 

Three  whole  chicken  samples  are  submitted  for  bacteriological 
examination  weekly;  two  directly  off  the  line  and  one  packed  product. 
Apart  from  the  presence  of  salmonella  organisms,  the  birds  were 
satisfactory. 

The  need  for  proper  storage,  handling  and  cooking  of  this  food 
cannot  be  over  emphasised. 
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KNACKERS’  YARD 


There  is  one  Knackers'  Yard  situated  in  the  rural  part  of  the 
Borough. 

The  number  of  horses  slaughtered  at  these  premises  during  the 
year  was  5  and.  59  horse  carcases  were  received  during  the  same  period. 

Animals  other  than  horses  slaughtered  during  the  year  were  2. 

The  premises  have  been  satisfactorily  maintained  during  the  year. 

MEAT  (STERILIZATION)  REGULATIONS,  1969 

These  Regulations  came  into  operation  on  the  1st  November,  1969 , 
the  effect  of  which  is  to  require  meat  from  Knackers'  Yards  and  unfit 
meat  from  Slaughterhouses  to  be  properly  sterilized;  the  Regulations 
also  apply  to  imported  unfit  meat. 

The  Regulations  apply  to  two  premises  in  the  Borough  i.e.  The 
Slaughterhouse,  Sky  End  Lane  and  the  Knackers'  Yard,  Tiptoe. 

FOOD  AND  DRUGS  ACT,  1955 


Report  of  the  Chief  Sampling  Officer  (Mr.  J.  S.  Preston)  relating  to 

the  samples  of  food  and  drugs  taken  in  the  Borough  of  Lymington  during 

the  year  ending  31st  March,  1973 

During  the  year  ended  51st  March,  1975 j  58  samples  were  procured 
under  the  Food  and  Drugs  Act,  1955*  within  the  Borough  of  Lymington. 

The  results  were  generally  satisfactory,  only  two  of  the  samples  being 
the  subject  of  complaints,  both  of  which  were  of  a  minor  nature. 

Milk  Samples 

Twenty-five  samples  of  milk,  including  ten  of  "Channel 
Islands"  were  procured  and  proved  to  be  of  genuine  quality. 

Miscellaneous  Samples 

Checks  of  other  foods  and  drugs  included  55  which  were  submitted 
for  analysis.  Two  were  unsatisfactory,  as  follows 

Food  Supplement  -  incorrect  label 

The  product  was  satisfactory  with  regard  to  its  stated 
vitamin  and  mineral  contents  but  the  intake  of  these  based  on 
the  suggested  daily  dosage  was  considered  insufficient  to  warrant 
the  rather  ambitious  claims  for  the  supplement.  Although  not  a 
matter  calling  for  legal  action  it  was  taken  up  with  the  manufacturers 
with  a  view  to  appropriate  amendment  of  the  descriptions  applied  to 
the  article. 
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Pork  Pie  -  alleged  foreign  matter 


The  pie  was  submitted  following  a  consumer  complaint 
alleging  that  a  quantity  of  cigarette  ash  was  embedded  in 
the  jelly  between  the  meat  filling  and  the  pie  crust,  Prom 
the  appearance  of  a  dark  coloured  mass  in  the  pie  it  was  not 
thought  that  the  allegation  was  justified  and,  in  fact, 
analysis  confirmed  the  foreign  matter  to  consist  only  of 
charred  crust.  Further  action  was  not  warranted. 


Proceedings  were  instituted  in  connection  with  a  consumer 
complaint  concerning  fragments  of  metal  in  some  steak.  When  the 
steak  was  being  eaten  a  small  sharp-edged  piece  of  metal  was  seen 
and  closer  examination  revealed  another  similar  piece  embedded  in 
the  meat.  Investigations  at  the  shop  where  the  steak  had  been 
cut  and  sold  showed  that  the  pieces  of  metal  had  broken  off  the 
cutting  edges  of  tooth- like  blades  of  a  tenderising  machine. 
Although  the  breakage  had  occurred  accidentally,  in  view  of  the 
potential  hazard,  legal  action  was  necessarily  taken  and  this 
resulted  in  the  retail  company  being  fined  £50  and  ordered  to  pay 
£18  costs.  The  defendants  sought  to  bring  in  the  manufacturer  of 
the  tenderising  machine  as  responsible  for  the  offence  but  the 
court  did  not  accept  this  allegation.  It  should  be  mentioned 
that  when  the  complainant  noticed  the  metal  he  could  not  be  sure 
that  he  had  not  consumed  any  other  fragments  which  may  have  been 
in  the  steak.  To  be  on  the  safe  side,  therefore,  arrangements 
were  made  for  him  to  see  a  doctor,  who  carried  out  an  x-ray 
examination.  Fortunately  no  traces  of  metal  were  found. 

J.  Sc  Preston 


FOOD  AND  DRUGS  ACT,  1953 
FOOD  HYGIENE  (GENERAL)  REGULATIONS,  1970 


Food  premises  in  the  Borough  total  3^5 »  grouped  in  the 
following  categories  of  trade,  and  indicating  those  which  comply 
with  Regulation  16  of  the  Food  Hygiene  (General)  Regulations,  1970 
(provision  of  v/ash  hand  basin)  and  those  premises  to  which 
Regulation  19  applies  (provision  of  sinks)  and  which  comply. 
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Regulation  16 

Regulation  19 

Trade 

No. 

Wash  hand  basins 
provided 

Sinks 

reqd. 

Pro¬ 

vided 

Restaurants,  Licensed 
Premises,  Hotels, 

Clubs  etc. 

136 

136 

136 

136 

School  Canteens 

19 

19 

19 

19 

Fi  shmonger s/Fryer s 

13 

13 

13 

13 

Butchers 

23 

23 

23 

23 

Greengrocers 

20 

20 

20 

20 

Grocery  -  Provisions 

70 

70 

70 

70 

Bakers 

10 

10 

10 

10 

Confectioners 

4o 

40 

18 

18 

Miscellaneous 

14 

14 

6 

6 

Number  of  premises  registered  for  the  sale  of  Ice  Cream: 


Grocers  and  General  Stores  .  6l 

Cafes  and  Licensed  Premises  ......... .  26 

Confectioners  only  . . .  40 

Fruiterers  and  Greengrocers  . . . . . . .  7 

Others  . . . . .  12 

Number  of  registered  dairies  . . .  3 

Number  of  licensed  dealers  in  milk  . .  71 


Number  of  pasteurisers  .  2 

Number  of  premises  registered  for  the  preparation  of  Preserved  Foods: 
Fried  Fish  premises  .  7 


Grocers  . . . ••••••• .  27 

Butchers  . .  23 

Cafes . 4 

Others  . 9 


Inspection  of  premises  registered  under  the  Food  and  Drugs  Act  ...  230 

Inspection  of  premises  registered  under  the 

Milk  and  Dairies  Regulations  . .  33 


Inspection  of  other  food  premises,  stalls  and  vehicles, 

including  visits  under  the  Food  Hygiene  Regulations  ...........  957 
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During  the  year  83  premises  were  found  where  there  was 
non-compliance  with  the  requirements  of  the  Food  Hygiene  (General) 
Regulations,  1970;  defects  were  remedied  at  74  premises  including 
those  outstanding  from  1971- 

Analysis  of  items  dealt  with: 


Redecorations  .  47 

Walls,  floors,  ceilings  etc.  repaired  ...  18 

Washing  facilities  .  7 

Sanitary  accommodation  . 2 

General  cleanliness  . 1J> 

Other  items  . 11 


Food  Complaints 

84  complaints  were  made  regarding  the  condition  of  food. 

24  were  from  Food  Retailers  requesting  the  examination  of  food 

said  to  be  unfit  for  sale,  17  of  which  were  the  result  of  refrigeration 

breakdown.  The  quantity  of  food  thus  condemned  is  shown  on  page  32. 

39  complaints  were  of  foreign  matter  or  the  mouldy  and  unsound 
condition  of  food.  In  29  instances  was  action  required. 

The  complaints  fell  into  the  following  categories :- 


Foreign  Matter 

Commodity 

Home  produced  food 

Imported  food 

Mould 

Milk 

4 

. 

Butter 

1 

- 

- 

Cheese 

1 

1 

— 

Bread 

3 

- 

- 

Canned  Meat 

1 

- 

1 

Cooked  Meat 

- 

- 

1 

Meat  Pies 

2 

- 

- 

Fish 

3 

- 

4 

Fruit 

1 

1 

1 

Jam 

- 

— 

- 

Vegetables 

4 

- 

1 

Cereals 

2 

- 

- 

Sweets 

Flour  Con- 

1 

1 

fectionery 

7 

- 

1 

Other  Food 

8 

— 

9 

Total 

38 

2 

19 

4l 


Warning  letters  to  the  firms  concerned  were  sent  in  20  instances. 
Proceedings  were  instituted  in  the  Magistrates  Court  against  a  firm  in 
respect  of  pieces  of  cardboard  being  found  in  a  fish  product.  The  firm 
was  fined  £20.  with  £5  costs. 


Ice  Cream 


All  the  samples  taken  consisted  of  loose  or  soft  ice  cream.  The 
purpose  of  the  sampling  being  to  establish  if  there  is  satisfactory  and 
hygienic  handling  by  the  retailer.  The  sampling  of  pre-wrapped  ice 
cream  has  been  discontinued  as  it  is  felt  an  adequate  coverage  is 
maintained  in  manufacturing  areas. 

No  Ice  Cream  is  manufactured  in  the  Borough.  16  samples  of  Ice 
Cream  were  taken  and  the  results  were  as  follows: 


Samples 

Number 

Grade 

1 

Grade 

2 

Grade 

3 

Grade 

4 

Ice  Cream 

16 

9 

5 

1 

1 

FOOD  HYGIENE  (MARKETS,  STALLS  AND  DELIVERY  VEHICLES) 

REGULATIONS,  19^ 

Defects  were  found  on  eight  market  stalls  where  food  is  for  sale. 
These  were  in  respect  of  inadequate  hot  water  for  hand  washing,  lack 
of  washing  facilities,  defective  working  tops  and  lack  of  washable 
overclothing  where  open  food  was  handled.  In  one  case  a  warning  was 
given  regarding  smoking  where  open  food  was  handled. 

Three  Informal  Notices  were  served. 

All  the  matters  were  remedied  and  formal  action  avoided. 


CARAVAN  AND  TENT  SITES 

43  Site  Licences  have  been  issued  under  the  i960  Act  including 
17  in  respect  of  individual  caravans  and  one  licence  has  been  issued 
for  a  tented  site  under  the  Public  Health  Act,  193&-  Sites  have  been 
licensed  for  a  total  of  2443  caravans,  and  the  tented  site  for  60 
tents. 
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Following  are  the  details  of  the  sites  licensed  under  the 
Caravan  Sites  and  Control  of  Development  Act,  1960:- 


No.  of  Caravans 


Number  of  Licensed  sites  (2  or  more  caravans)  2 6  2426 

Number  of  Licensed  sites  (single  caravan)  17  17 


Number  of  sites  with  permanent  licences  22  2139 
Number  of  sites  licensed  for  over  3  years  3  98 
Number  of  sites  licensed  for  3  years  and  under  16  206 


Sites  licensed  for  residential  use  19  113 
Sites  licensed  for  holiday  use  only  13  1320 
Sites  licensed  for  residential/holiday  use  9  8 10 


Caravans  used  as  permanent  homes 
No,  of  adults  living  in  caravans 
No,  of  children  living  in  caravans 
No,  of  elderly  persons  in  caravans 


1968 

1969 

1970 

l?71 

1?72 

330 

316 

311 

310 

310 

322 

491 

483 

483 

498 

61 

63 

62 

33 

33 

137 

124 

138 

130 

196 

It  will  be  noted  that  the  number  of  permanently  occupied  caravans 
remains  exactly  the  same  as  in  1971  i.e.  310.  There  are  333  persons 
occupying  them  of  which  196  are  elderly  people.  The  number  of  children 
is  gradually  decreasing  and  now  stands  at  33?  of  which  21  are  to  be 
found  on  the  one  larger  site.  The  turn  round  of  people  leaving  and 
moving  onto  sites  is  about  22%.  A  total  of  113  persons  left  caravans 
during  the  year  and  196  moved  in. 

It  is  often  said  that  problems  arise  where  two  or  more  children 
are  in  the  family.  Getting  to  bed,  doing  homework  and  lack  of  privacy 
are  the  main  reasons  given. 

The  problem  seems  to  be  solving  itself.  The  following  table 
indicates  its  relatively  insignificant  importance  in  this  area  at  the 
present  time. 


Site 

No.  of 

vans 

Number  of  Families 

Total 

children 

H  &  W  and 

1  child 

H  &  W  and 

2  children 

1  F  and 

1  child 

1  F  and 

2  children 

1 

13 

2 

- 

— 

- 

2 

2 

63 

1 

- 

- 

- 

1 

3 

10 

1 

- 

- 

— 

1 

4 

23 

3 

1 

2 

- 

7 

3 

113 

9 

3 

2 

2 

21 

6 

34 

1 

1 

- 

1  3 

Total  _ _  33 

Very  few  problems  now  arise  on  caravan  sites  and  the  high  standard 
of  facilities  provided  and  of  maintenance  is  reflected  in  the  fact  that  only 
three  complaints  were  received  by  visitors  renting  holiday  caravans. 

During  the  year  the  following  matters  were  dealt  with:- 

Defects  (fire  fighting,  cleanliness  of  toilets,  defective  roads  etc.)  ...  7 


Unlicensed  sites  reported  for  planning  enforcement  . .  4 

Removal  of  caravan  from  unlicensed  sites  . . . . . . .  5 

Other  matters  . . . . . .  3 


HOUSING 

HOUSING  ACT,  1937  AND  THE  PUBLIC  HEALTH  ACT,  1936 
1.  Number  of  dwellings  made  fit  or  in  which  defects  were  remedied 


after  informal  action  . . . . .  3 8 

2.  After  formal  action  . . 2 

3.  Number  of  dwellings  demolished  as  a  result  of 

Formal  action  ..........  2 

Informal  action  . 13 

4.  Number  of  houses  closed  . . . 


3-  Number  of  houses  where  undertakings  have  been  cancelled  . 

6.  Number  of  parts  of  houses  closed  (underground  rooms)  . 

Following  investigations  made  regarding  applications  for  Council 
accommodation,  6l  reports  were  submitted  to  the  Committee. 
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HOUSING  ACT,  1957 


Part  111 


Nos.  4  -  30i  Lower  Buckland  Road,  Lymington 

There  are  two  properties  which  remain  occupied  in  the 
Clearance  Area,  the  remainder  have  either  been  acquired  under 
the  Compulsory  Purchase  Order  or  the  purchase  is  being  negotiated 
with  the  owners. 

It  is  hoped  that  a  revised  layout  may  be  approved  early  next 
year  and  that  a  start  on  redeveloping  the  site  will  be  made  soon 
after. 

HOUSING  ACT,  1961 

HOUSES  IN  MULTIPLE  OCCUPATION  OR  LET  IN  LODGINGS 

Number  of  premises  in  register  December,  1971  . .  25 

Number  found  during  the  year  . . . . . .  4 

Number  removed  from  register  during  the  year  . .  5 

Number  of  premises  in  register  December,  1972  . . .  24 

Action  was  required  in  respect  of  a  number  of  matters  and  an 
analysis  of  the  unsatisfactory  conditions  follows: 

Unsatisfactory  means  of  escape  in  case  of  fire  . .  4 

Overcrowding  . . 3 

Lack  of  facilities  . . 6 

Unsatisfactory  rooms  . 2 

Notices  Served 

Section  15  Work  required  to  defective  premises  .  2 


Section  16  Provision  of  means  of  escape  from  fire  ..  2 

Section  19  Direction  Order  to  prevent  overcrowding  «•  2 

Four  inspections  in  the  company  of  the  Fire  Prevention 
Officer  were  made  where  means  of  escape  were  considered  hazardous. 
His  recommendations  were  in  each  case  implemented. 
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RENT  ACT,  1968 

No  applications  were  received  for  a  Certificate  of  Disrepair 
during  the  year. 

HOUSING  ACT,  1969  -  Part  1 

Standard  Grants 


Since  these  Grants  became  available  in  June,  1959*  471 
applications  for  Standard  Grants  have  been  investigated  and  at  the  end 
of  this  year's  report  326  dwellings,  with  the  aid  of  a  Grant,  have  been 
provided  with  all  five  amenities  (bath  or  shower,  hot  water  supply,  wash 
basin,  inside  W.C.  and  a  sink),  at  a  total  grant  expenditure  of  £44,661. 


Details  of  applications  made  during  1972  are  as  follows: 

Number  of  applications  received  ...  ...  ...  ...  18 

Number  of  applications  refused/withdrawn  etc.  ... 

Number  of  applications  approved  .  18 

Work  completed  during  1972  (including  applications 

made  prior  to  1972)  ...  19 


Total  sum  involved:  £4,681 

Works  completed  in  1972: 


Provision  of 
Provision  of 
Provision  of 
Provision  of 
Provision  of 
Provision  of 
Provision  of 


a  bath  or  shower  in  a  bathroom 
a  hot  and  cold  water  supply  to 

a  wash  hand  basin  . 

a  hot  and  cold  water  supply  to 
a  sink  ...  ...  .0.  ... 

a  hot  and  cold  water  supply  to 
an  inside  W.C.  . 


•  mm 

•  •  • 

15 

a  bath 

etc. 

16 

•  •  • 

•  •  • 

17 

wash  basin 

19 

6 

11 

m  m  m 

a  sink 

•  •  • 

•  •  • 

•  •  • 

•  •  • 

12 

DISCRETIONARY  GRANTS 


Further  to  the  Council's  decision  to  consider  applications  for 
Improvement  Grants  some  115  enquiries  we re  made  during  the  year.  This 
resulted  in  31  applications  being  made,  two  of  which  were  subsequently 
withdrawn  and  one  refused.  Of  the  2 8  applications  approved,  23  were 
to  owner/occupiers,  4  to  tenanted  properties  and  1  to  a  property 
purchased  for  investment. 

The  main  improvements  applied  for  and  approved  were  in  connection 
with  enlarging  or  otherwise  improving  substandard  kitchens,  19  of  which 
were  approved.  9  bathrooms  were  either  enlarged  and  otherwise  improved 
-  these  latter  cases  including  resiting  of  bathrooms  which  were  originally 
constructed  with  direct  access  to  kitchens. 
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Seven  bathrooms  were  put  in  for  the  first  time  and  in  three 
properties  damp  proof  courses  were  installed  where  none  had 
previously  existed,  these  being  in  the  form  of  either: 

1)  The  conventional  type  of  damp  proof  course  insertion 

2)  Electro-osmotic  method  of  damp  proof  coursing  and 

3)  Silicone  injection  damp  proof  course. 

The  latter  two  methods  being  carried  out  by  approved  bona 
fide  companies  giving  a  20  year  guarantee  of  their  workmanship. 

In  all  cases  where  improvements  are  carried  out  the  number  of 
power  points  in  the  properties  are  brought  up  to  the  minimum 
Parker  Morris  standard. 

One  property  was  approved  for  conversion  into  2x2  bed- 
roomed  flats.  It  is  the  policy  of  the  Council,  where  conversions 
are  carried  out  with  grant  aid,  to  install  suitable  sound  insulation 
and  this  is  to  comply  with  the  recommendations  of  the  Building 
Research  Station  for  existing  dwellings. 

Improvements  at  some  13  properties  were  completed  during 
the  year,  7  being  from  previous  years  applications. 

Whilst  there  has  been  an  increase  of  10C$  in  the  number  of 
applications  approved  compared  with  previous  years,  it  is  felt 
that  the  Discretionary  Grant  Aid  should  primarily  be  aimed  at 
improving  tenanted  and  owner/occupied  houses.  Very  few  of  the 
former  have  benefited  from  Grant.  Aid  and  the  reason  would  seem 
to  be  one  of  finance.  Many  owners  of  tenanted  houses  in  this 
area  are  elderly  and  of  limited  income.  However  generous  the 
grants  seem  to  be  these  owners  are  either  unable  to  raise  their 
half  of  the  money  required  to  finance  the  improvement  or  cannot 
see  an  early  return  on  the  capital  laid  out. 

Details  of  applications  made  during  1972  are  as  follows: 


Number  of  applications  received  . 31 

Number  of  applications  refused/withdrawn  etc .  3 

Number  of  applications  approved  . 28 

Work  completed  during  1972  . . .  13 


Total  Maximum  Grant  approved  to  date  ..............  £27*960 

Total  Grant  paid  to  date  . . . .  £10,878 
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HOUSING  ACT,  1969  -  Part  11 


Housing  Survey  and  General  Improvement  Areas 

The  Act  places  a  duty  on  the  Local  Authority  to  cause  an  inspection 
of  their  district  to  ascertain  whether  there  are  houses  which  should  be 
cleared,  repaired  or  improved  and  which  could  advantageously  be  included 
in  General  Improvement  Areas. 

The  Housing  Survey  commenced  in  1970  has  continued  and  the  following 
tables  indicate  the  position  to  date: 


Total  inspected  . . . . .  1701 

Number  in  good  repair  and  with  all  amenities  .  1195 

Number  lacking  facilities  in  good  repair  .  241 

Number  lacking  facilities  in  poor  repair  . ....  1 66 

Number  with  all  facilities  in  poor  repair  .  110 

Number  unfit  . . . . . .  29 

Those  facilities  found  lacking: 

a)  Bath  in  a  bathroom  . .  226 

b)  Hot  and  cold  water  supply  to  bath  .  241 

c )  Wash  hand  basin  . . . . . .  519 

d)  Hot  and  cold  water  supply  to  wash  hand  basin  ....  360 

e )  Sink  . . . . . .  11 

f)  Hot  and  cold  water  supply  to  sink  . .  172 

g)  Internal  W.C . . . . . . .  218 


Where  defects  were  found  under  the  Housing  Acts  letters  were  sent 
to  the  owners.  As  a  result  31  houses  were  repaired.  There  is  obviously 
a  long  way  to  go  before  every  dwelling  is  provided  with  a  bathroom  and 
all  other  standard  amenities.  Of  the  226  lacking  bathrooms,  47  have 
been  provided  since  the  survey  commenced. 


GENERAL  IMPROVEMENT  AREAS 


Lower  Buckland,  Tithe  Barn,  Shrubbs  Avenue, 

General  Improvement  Area 

The  scheme  for  improvement  of  102  Council  houses  in  the  areas 
comprising  193  houses  was  submitted  to  the  Department  of  the  Environment 
on  14th  September,  1972,  and  the  scheme  has  been  approved  for  grant 
purposes  both  in  respect  of  improvement  to  the  Council  owned  property 
and  to  works  of  improvement  to  landscaping,  planting  and  other  qualifying 
environmental  improvement. 

There  are  a  number  of  technical  details  to  be  cleared  up  but  it  is 
hoped  that  a  start  will  be  made  on  this  work  in  1973« 
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Pound  Road,  Pennington,  General  Improvement  Area 


This  is  a  small  scheme  to  improve  17  Council  owned  houses  together 
with  environmental  improvement.  This  scheme  was  submitted  to  the  Department 
of  the  Environment  on  20th  June,  1972,  and  has  received  approval  for  grant 
purposes.  Final  details  have  been  cleared  up  and  the  work  on  this  improve¬ 
ment  should  also  commence  in  1973- 

General  Remarks 

There  are  other  areas  in  the  district  where  improvement  schemes 
can  be  envisaged  but  it  would  be  advantageous  to  have  the  experience 
which  will  be  gained  from  the  two  schemes  before  embarking  on  another. 

The  following  table  indicates  the  position  of  the  91  privately- 
owned  houses  in  the  Lower  Buckland  General  Improvement  Area:- 

1.  Number  of  properties  already  improved  up  to  12  point  standard  ....  38 


2.  Number  of  properties  requiring  basic  standard  amenities  . .  l8 

3.  Number  of  properties  needing  some  other  improvements  . 33 

4.  Number  of  properties  not  capable  of  improvement  . . 2 

Number  of  properties  where  grants  approved  . . . . .  3 


The  owners  of  12  properties  in  the  General  Improvement  Area  which 
lack  complete  bathrooms  have  been  interviewed  or  written  to,  five  being 
owner/occupied  and  seven  tenanted.  Only  three  have  indicated  that  they 
are  not  interested  in  providing  the  facilities,  all  being  elderly  folk. 


Estimate  of  Condition  of  Housing  Stock  in  the  Borough 


Local  Authority 

Owned 

Other 

Ownership 

a)  Unfit  Dwellings 

30 

42 

b)  Dwellings  not  Unfit 

1. 

Up  to  12  point  standard 

1661 

11,472 

2. 

Capable  of  improvement  to 

12  point  standard 

409 

818 

3. 

Not  capable  of  improvement 
to  12  point  standard 

- 

332 

2,100 

12,684 
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It  is  hoped: 

a)  to  demolish  the  unfit  houses  in  the  Clearance  Area  within  two 
years  and 

b)  the  remaining  sub-standard  houses  within  10  years 

c)  to  form  further  General  Improvement  Areas  during  the  next  3  years 

d)  to  visit  all  properties  not  up  to  the  12  point  standard  by  197& 

Practical  Constraints 

1.  Landlord  or  owner/occupier  contributions  to  grant  aided 
improvements,  with  present  day  high  costs  are  a  disincentive 

to  improvement.  A  three  year  requirement  of  occupation  following 
the  making  of  grants  would  ensure  the  grants  were  directed  where 
they  are  most  needed. 

2.  The  involvement  in  loans  of  any  kind  to  the  elderly  is  an 
anathma.  Many  owner/occupiers  and  landlords  fall  into  this 
class  in  this  area. 

3«  Higher  grants  for  improvements  in  General  Improvement  Areas  would 
encourage  their  formation. 


HOUSING  FINANCE  ACT,  1972 

Qualification  Certificates 


This  Act  repeals  Part  111  of  the  Housing  Act,  1969 ,  which  dealt 
with  the  rent  of  dwellings  in  good  repair  and  provided  with  standard 
amenities. 

The  new  Act  came  into  operation  on  27th  July,  1972,  and  the 
following  tables  indicate  the  number  of  applications  made  for  these 
periods. 

a)  The  following  table  indicates  the  number  of  applications  made 
for  the  period  1st  January  to  26th  July,  1972: 

Improvement  Cases 

No.  of  applications  for  qualification  certificates  under 


section  44(2)  under  consideration  at  end  of  period  . „  „  „  .  4 

No.  of  certificates  of  provisional  approval  issued  .  3 


No.  of  qualification  certificates  issued  under  section  46(3)  ••  3 
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Standard  amenities  already  provided 


No.  of  applications  for  qualification  certificates  under 
section  44 (l)  under  consideration  at  end  of  period  .  1? 

No.  of  qualification  certificates  issued  under  section  45 (2) 
in  respect  of:- 

(i)  dwellings  with  rateable  value  of  £90  or 

more  in  Greater  London  or  of  £60  or  more  elsewhere  ..5 

(ii)  dwellings  with  rateable  value  of  £60  to 

less  than  £90  in  Greater  London  or  of  £60 

elsewhere  ......  . . . . . . ...» . . . . .  3 

(iii)  dwellings  with  rateable  value  of  less  than 

£60  in  Greater  London  or  less  than  £40  elsewhere  ... 

Exemption  for  low-income  tenants  from  section  54 

No.  of  certificates  issued  under  section  55  . . 

b)  The  following  table  indicates  the  number  of  applications  made 
for  the  period  27th  July  -  31st  December,  1972: 

Improvement  Cases 

No.  of  applications  for  qualification  certificates  under 


section  29 (l)  under  consideration  at  end  of  period  .  7 

No.  of  certificates  of  provisional  approval  issued  .  7 


No.  of  qua3J.fi cat ion  certificates  issued  under  section  29(5)  •  2 

Standard  amenities  already  provided 

No.  of  applications  for  qualification  certificates  under 
section  28  under  consideration  at  end  of  period  . .  4 

No.  of  qualification  certificates  issued  under  section  28(5)  •  8 
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OFFICES,  SHOPS  AND  RAILWAY  PREMISES  ACT,  1963 


This  Act  is  concerned  with  provisions  for  the  safety,  health 
and  welfare  of  people  employed  in  offices,  shops  and  fuel  storage 
premises. 


The  following  are  details  of  the  Statistical  Return  submitted  to 
the  Department  of  Employment  and  Productivity  for  the  period  1st  January 
to  31st  December,  1972* 


Class  of  Premises 

Premises 

Registered 

General 

Inspections 

No.  of  persons 
Employed 

Offices 

155 

76 

1253 

Shops  (Retail) 

293 

283 

1255 

Wholesale  premises 

4 

4 

67 

Catering  Establishments 

59 

39 

338 

Staff  Canteens 

- 

— 

27 

Fuel  Storage  Depots 

3 

1 

15 

Total  Males  •  • . .  . » .  1317 

Total  Females  ......  1638 


Total  Males  .......  1317 

Total  Females  ......  1638 


Registration  and  Inspection 


494  general  inspections  and  73  other  inspections  of  registered 
offices  and  shops  were  made.  Non-compliance  with  the  Act  and 
Regulations  was  found  in  75  premises  and  32  premises  have,  at  the 
time  of  the  report,  complied. 

The  following  table  indicates  the  type  of  offences  found 


Unsatisfactory  Conditions 

Regulation 

(section) 

No.  of 
Premises 

Cle anliness 

Sect.  4 

2 

Overcrowding 

Sect.  5 

2 

Absence  of  Thermometer 

Sect.  6 

14 

Inadequate  Heating 

Sect.  6 

3 

Inadequate  Ventilation 

Sect.  7 

1 

Inadequate  Lighting 

Sect.  8 

7 

Unsatisfactory  Sanitary 

Accommodation 

Sect.  9 

9 
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Unsatisfactory  Conditions 

Regulation 

(section) 

No.  of 
Premises 

Washing  facilities 

Lack  of  hot  water  for 

Sect.  10 

5 

washing 

Accommodation  for  outdoor 

Sect.  10 

2 

clothing 

Sect.  12 

7 

Sitting  facilities 

Sect.  15 

14 

— 

Defective  handrails 

Sect.  16 

1 

Defective  walls,  ceilings, 

floors,  etc. 

Obstruction  of  stairs/ 

Sect.  16 

8 

passages 

Sect.  16 

5 

Guards  for  dangerous 

machines 

Sect.  17 

Insufficient/lack  of  First 

18 

2 

aid  equipment 

Sect.  24 

29 

No  Abstract  of  Act 

Sect.  50 

56 

Separate  Offences  ...  . .  129 

Premises  involved  .  75 

Operations  of  the  General  Provisions  of  the  Act 


There  has  been  a  big  increase  in  the  number  of  inspections  made 
of  shops  and  offices  over  last  year  and  the  type  of  defects  found 
are  indicated  in  the  table.  Revisits  of  premises  where  defects 
were  previously  recorded  showed  that  the  works  had  been  carried  out. 


Accidents 

Five  accidents  were  reported  and  investigated  during  the 

year. 

1.  Office  cleaner  cut  himself  on  a  piece  of  glass 
whilst  picking  up  a  basket.  No  action  was  required. 

2.  Cook  slipped  whilst  carrying  a  saucepan  of  hot  soup, 
burning  his  neck  and  shoulders. 

A  change  in  method  of  transporting  hot  liquids  was 
adopted. 
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3*  Office  worker  slipped  on  spilled  liquid  and  fell  in  canteen. 
No  action  required. 

4.  Worker  strained  back  after  unloading  bags.  These  were  not 
excessive  in  weight.  No  action  required. 

5.  Butcher  cut  his  finger  on  a  bandsaw.  Enquiries  were  made 
into  the  possibility  of  fitting  a  self  adjusting  guard  which 
could  prevent  this  type  of  accident.  A  suitable  guard  has 
now  been  fitted. 

Hoists  and  Lifts 


There  are  15  premises  in  the  Borough  to  which  this  part  of 
the  Act  applies.  12  are  operated  mechanically  and  require 
engineering  inspection  every  six  months. 

A  certificate  received  in  respect  of  one  lift  indicated  that 
it  was  unsatisfactory.  The  firm  was  advised  that  the  use  of  the 
lift  must  cease  immediately  and  must  not  be  brought  into  operation 
until  it  complied  with  the  regulations. 

A  report  on  another  electric  goods/passenger  lift  indicated 
certain  defects.  The  Manager  of  the  firm  was  told  that  he  must 
not  allow  staff  to  ride  in  the  lift  until  the  works  had  been 
completed.  The  necessary  works  were  carried  out  and  an  engineers 
certificate  received  to  this  effect. 

In  two  other  cases  minor  faults  were  found  and  these  matters 
were  put  right  following  a  report  to  the  fi.vr-s  concerned. 


Licence 


LICENCES  ISSUED 


Number  of  Licences 
Issued 


Animal  Boarding  Establishments  Act,  1963  . ... .  1 

Slaughterhouse  Licence  ...... . „ .  1 

Slaughtermen's  Licence  . . . ....... . .  4 

Knacker '  s  Yard  Licence  . . .  . .  1 

Pet  Animals  Act ,  1931  . . .  2 

Game  Licences  . . . . . . . . .  16 

Petroleum  Licences  . . . . . .  64 

Riding  Establishments  Act,  1964  . . . .  4 

Milk  (Special  Designations)  Regulations,  1963  .  68 

Caravan  Sites  and  Control  of  Development  Act,  I960: 

Permanent  Licences  . .  22 

Temporary  Licences  . .  21 
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PETROLEUM  REGULATIONS 


The  Chief  Public  Health  Inspector  is  also  the  Petroleum  Officer 
£or  the  Borough. 

There  are  64  licensed  premises  and  the  following  table  indicates 
the  type  of  premises: 


tees. 

No. 

Petroleum  Spirit 

Petroleum  Mixture 

(Galls) 

(Galls) 

Private  Stores 

33 

22,480 

1,233 

Filling  Stations 

30 

178,575 

113 

Pontoon  Refueller 

1 

1,600 

- 

64 

202,633 

1,330 

Total  amount 

paid  in 

Licence  fees  ... 

Defects  were 

found  at 

23  premises  and 

remedied  at  13 •  The 

defects  ranged  from  defective  petrol  hoses  to  the  failure  of  owners 
to  keep  the  petrol  tank  fillers  securely  locked.  A  number  failed 
to  keep  an  adequate  supply  of  sand  handy.  (One  of  the  safest  ways 
to  deal  with  small  spillages  is  to  cover  over  with  dry  sand. ) 

Tanks  over  20  years  old  are  tested  every  2  years.  During  the 
year  23  tanks  were  tested  and  found  to  be  satisfactory. 

Two  new  3? 000  gallon  tanks  were  installed  at  two  filling 
stations  and  the  old  tanks  at  4  premises  were  discontinued  and 
sealed  off. 

Only  one  serious  incident  of  petroleum  spirit  spillage  occurred. 
This  was  from  a  garage  filling  station  following  a  repair  to  a  defective 
valve.  A  quantity  of  spirit  overflowed  into  the  Council’s  surface  water 
sewer  and  it  was  necessary  to  call  on  the  services  of  the  Fire  Service 
who,  with  their  prompt  co-operation,  flushed  out  the  sewer. 

233  visits  were  made  under  the  Act. 

The  annual  inspection  of  electrical  equipment  at  filling 
stations,  required  under  the  licence,  which  must  be  carried  out 
by  a  qualified  person,  has  resulted  in  3  defective  installations 
coming  to  light.  These  defects  have  subsequently  been  put  right. 

ANIMAL  BOARDING  ESTABLISHMENTS  ACT,  1963 


There  is  one  animal  boarding  establishment  licensed  under  the 
above  Act.  The  premises  were  found  to  be  satisfactorily  maintained. 
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PET  ANIMALS  ACT,  1951 


Licences  have  been  issued  for  two  premises.  Conditions  were 
satisfactory  in  each  case. 

RIDING  ESTABLISHMENTS  ACT,  1964 

Four  premises  have  been  licensed  under  the  Act.  11  visits  were 
made  by  the  district  Public  Health  Inspector  and  each  premises  had  a 
visit  from  a  veterinary  officer.  The  premises  were  found  to  be 
satisfactory. 


RODENT  CONTROL 


There  is  one  Rodent  Officer/Operator  employed  by  the  Council 
and  following  are  the  details  of  the  work  carried  out  during  the  year. 


Properties  other  than  Sewers: 

1.  Number  of  properties  in  district 

2.  (a)  Total  number  of  properties 
(including  nearby  premises) 
inspected  following  notifications 
(b)  Number  infested  (i)  Rats 

(ii)  Mice 

3.  (a.)  Total  number  of  properties 
inspected  for  rats  and/or  mice  for 
reasons  other  than  notification 
(b)  Number  infested  by  (i)  Rats 

(ii)  Mice 

4.  Sewers: 


during  the  year 
3.  Total  inspections 

Sewer  Treatment  1972 


•  •••000000*9000 


TYPE  1 

OF  PROPERTY 

Non- 

Agri cultural 

Agricultural 

18,161 

228 

848 

578 

- 

108 

— 

63 

2 

42 

- 

6 

— 

1 

20 

mm 

3295 

2 

Treatment  of  sewers  in  New  Milton,  Barton  and  Ashley  (part)  areas 
was  carried  out  in  July.  Of  the  1,200  manholes  in  these  areas  120  were 
baited  using  plain  sausage  rusk  bait  and  in  addition  two  manholes  in  the 
Lymington  area  where  infestation  was  shown  to  be  persistent  were  also 
treated.  24  positive  takes  were  recorded  involving  some  20  lengths  of 
sewer  all,  except  one  section  in  Lymington,  being  in  the  New  Milton, 
Barton  and  Ashley  areas.  These  lengths  of  sewer  were  then  baited  with 
fluoracet amide  using  the  manholes  at  the  head  of  each  length  affected. 
Eight  of  these  manholes  required  one  further  treatment  before  no  takes 
were  recorded. 
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A  maintenance  treatment  at  the  end  of  the  year  was  carried  out, 
this  time  some  31  manholes  being  treated  direct  with  f louracetamide , 
this  included  7  manholes  in  the  Quay  Area  where  a  persistent  infestation 
has  occurred.  Six  positive  takes  were  recorded  and  were  left  for  a 
further  week  when  there  were  no  further  takes. 

In  the  majority  of  cases  sewer  infestations  can  be  associated 
with  building  operations  being  carried  out  in  the  near  vicinity 
indicating  that  where  buildings  and  ground  are  being  disturbed,  and 
new  drainage  connections  being  made,  the  rats  will  tend  to  migrate 
to  the  nearest  convenient  length  of  sewer. 

Warfarin  resistance  in  mice  is  still  being  experienced  in 
the  Lymington  Town  Area  together  with  one  isolated  case  in  Pennington. 
The  use  of  liquid  anti-coagulants  in  conjunction  with  a  whole  wheat 
base  is  being  used  as  a  standard  primary  treatment,  but  where  this 
is  proving  ineffective  and  the  environmental  temperature  is  not  high, 
success  is  now  being  obtained  with  alpha  chloralose  used  in  large 
numbers  of  small  baits.  In  three  cases  zinc  phosphide  has  been 
used  with  a  sausage  rusk  base,  in  one  case  as  a  moist  bait  using 
water  and  in  the  remaining  two  cases  cod  liver  oil  was  used  to 
moisten  the  bait  which  was  also  found  to  preserve  the  life  of  the 
bait. 

GENERAL  COMMENTS 


Two  major  drainage  schemes  have  been  under  active  consideration. 
The  Riverside  Scheme  is  nearing  completion  and  the  million  pound 
Wainsford  Relief  Sewer  is  off  the  ground  so  far  as  the  preliminaries 
are  concerned.  Perhaps  thought  will  now  be  given  again  to  a  sewage 
treatment  plant  to  deal  with  the  large  volume  of  sewage  with  which 
this  sewer  will  deal  at  the  Lymington  end  of  the  Borough.  Following 
three  years  of  investigation  a  contribution  was  made  last  year  to 
reduce  pollution  by  treatment  of  the  effluent  from  the  Barton  works. 
This  year  investigation  into  pollution  of  our  river  has  commenced. 

It  is  hoped  for  an  improvement  as  a  result  of  the  Riverside  Scheme 
which  should  reduce  considerably  the  possibility  of  sewage  overflows. 

The  public  are  becoming  more  and  more  noise  conscious  and  are 
no  longer  prepared  to  put  up  with  such  intrusive  nuisances. 

Again  public  concern  with  food  standards  is  revealed  by  the 
number  of  complaints  received  of  food  contamination.  Manufacturers 
and  retailers  too  are  aware  of  this  and  of  the  fact  that  good 
packaging  is  no  substitute  for  purity  and  quality  in 
production  and  storage. 

The  housing  survey  and  the  Census  report  clearly  shows  we  have 
some  way  to  go  before  every  house  in  the  Borough  has  all  the  basic 
amenities  which  are  generally  accepted  as  a  necessity  in  this  day 
and  age. 

J.  G.  Jenkins 

Chief  Public  Health  Inspector 
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GENERAL  REMARKS 


The  general  health  of  the  Borough  throughout  the  year  was 
satisfactory. 

The  incidence  of  infectious  disease  was  low. 

The  estimated  population  rose  by  480  to  36,310.  Deaths  exceeded 
births  by  201.  The  birth  rate  fell  to  the  lowest  figure  since  the 
district  was  formed  in  1932.  The  infant  mortality  rate  again  fell 
slightly.  The  death  rate  likewise  decreased.  In  each  case  the  rates 
adjusted  to  take  account  of  the  composition  of  the  local  population 
were  below  the  national  average. 

The  housing  waiting  list  has  increased. 

One  sewage  scheme  is  nearing  completion  with  eventual  reduction 
in  pollution  from  overflows.  Another  is  in  an  advanced  state  of 
planning  and  this  when  complete  will  not  only  relieve  pollution  of 
watercourses  but  will  release  further  land  for  development. 

I  again  thank  the  Mayor  and  Members  of  the  Council  for  their 
continued  interest  and  encouragement,  colleagues  in  other  departments 
for  their  advice  and  assistance  and  in  particular  the  staff  of  the 
Public  Health  Department  for  their  loyal  co-operation  throughout 
the  year. 


D.  J.  N.  McNab 


Medical  Officer  of  Health 


Town  Hall,  Lymington 


Telephone :  Lymington  2242 


APPENDIX  1 


PRESCRIBED  PARTICULARS  ON  THE  ADMINISTRATION 
dF"THE  FACTORIES  ACT,  1961  -  Part  1  of  the  Act 

1.  INSPECTIONS  for  purposes  of  provisions  as  to  health  (including 
inspections  made  by  Public  Health  Inspectors) 


Premises 

Number 

Number  of 

Register  Inspec¬ 
tions 

Written 

notices 

Occupiers 

prosecuted 

(1) 

(2) 

(3) 

(4) 

(3) 

(i) 

Factories  in  which  Sections  1, 

2,  4  and  6  are  to  be  en¬ 

forced  by  Local  Authorities 

(ii) 

Factories  not  included  in  (i) 
in  which  Section  7  is  en¬ 
forced  by  the  Local  Authority 

182 

87 

2 

(iii) 

Other  premises  in  which  Sec¬ 
tion  7  is  enforced  by  the 

Local  Authority  (excluding 
outworkers  premises) 

- 

- 

- 

- 

Total 

182 

87 

2 

_ 

2.  Cases  in  which  DEFECTS  were  found. 

(If  defects  are  discovered  at  the  premises  on  two,  three  or  more  separ- 


ate  occasions  they  should  be 

reckoned  as  two,  three  or  more  "cases" 

Number 

of  cases  in  which  defects 

Number  of 

Particulars 

were  found 

cases  in  which 

prosecutions 

Referred 

were 

Found 

Re  me- 

To  H.M.  By  H.M. 

instituted 

died 

Inspector  Inspector 

(1) 

(2) 

(3) 

(4)  (5) 

(6) 

Sanitary  Conveniences 

(s.7) 

(a) 

Insufficient 

1 

1 

—  — 

— 

(b) 

Unsuitable  or 

defective 

7 

10 

1 

- 

(c) 

Not  separate  for 

sexes 

— 

— 

Other  offences  against 
the  Act  (not  including 
offences  relating  to 
Outworkers 


12 


Total 


Part  Vlll  of  the  Act 


OUTWORK  (Sections  133  and  134) 


Section  133 

Section  134 

Nature 

No.  of 
outworkers 
in  Aug. 
list  re¬ 
quired  by 
Section 

133 

(l)(c) 

No.  of 
cases  of 
default 
in  send¬ 
ing  lists 
to  the 
Council 

No.  of 
prose¬ 
cutions 
for  fail¬ 
ure  to 
supply 
lists 

No.  of 
instances 
of  work 
in  un¬ 
wholesome 
premises 

Notices 

served 

Pro- 

;  secu- 

tions 

(1) 

(2) 

(3) 

(4) 

(5) 

(6) 

(7) 

Wearing 

Apparel 
(Making  etc) 
cleaning 
and 

washing 

7 

- 

- 

- 

- 

- 

Household 

Linen 

1 

- 

- 

- 

- 

- 

TOTAL 

8 

- 

- 

- 

- 

- 

I 


